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N: PUBLISHING O G OFFICE, PATERNOBTER & 
; A. & Co::5, Unter don Linden. 


ENTRAL STATIONS | 
CANDESCENT OR ARC LIGHTING 


ON EITHER THE ALTERNATING OR DIRECT CURRENT SYSTEM: 


2 


L 


“ALTERNATING AND DIRECT ‘CURRENT 


| PATENT ARO LAMP. 


MANUFACTURERS, oF VÜLCANISED RUBBER CABLES AND BROOESS PATENT UNDER. 
GROUND MAINS WITH LIQUID INSULATION. a 

| Patentees of the Fluid Insulator for Overhead Wires. 

| | 
Il CONTRACTORS FOR. COMPLETE CENTRAL STATIONS. | 

he wick Electric Light Company, Limited, a 
Hong-Kong Electric Company, Limited, including 

| | Street Bre Lighting and Pumping | 


SON 


| | ENGINEERS AND ELECTRICIANS, | 


ii 14, ‘UNION COURT, OLD BROAD STREET, LONDON, EC. 


(Works ana Wharf: CHARLTON, SENT. 
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| International Inventions Exhibition, ,1885, GOLD WEDAL for Machinery, SILVER MEDAL for Cabies and Wire. | 
MANUFACTURERS 


| 


Fancy Silk Covered 
Suspending, &e, | 
tric Light Cables 
Ship Work. 
All classes of an 


nderground 
|= to the {pectal 


| MANUFACTURERS, BY PATENT PROCESSES, OF GLOVER'S PATENT COVERED IRON WIRE FOR AERIAL LINES. 
~ Glover's Patent Covered High-Conductivity Copper Wire for Aërial Lines. ‘ 


Patent Covered Gutta-Percha Wire for Leading-in, Tunnel, and 


THOROUGHLY INSULATED ANTI-INDUCTION TELEPHONE CABLES UP TO ONE HUNDRED _—_— 


WALTER GLOVER 


| Street Hien Works. 

| | WORKS: Salford Electric Wire Works. SALFORD. 
sie | Springfield Lane Cable Works.  ) 


LONDON: 10, HATTON “GARDEN, E.C. 


_ Bpecially manufactured to comply with 
he requirements of the Board of Trade. D 
Adoptéd by the London Electric Supply 
Corporation and thé principal High Tension 
Supply Companies. 


DRAKE & GORHAM, * 
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| ‘AND FITTINGS, | 
S for "ELECTRICAL CO ONDUCTORS: PAL CALVANZED 
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NDON OFFICE:46, QUEEN VICTORIA Ste 
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September 19, 1890.) : THE TELEGRAPHIC JOURNAL AND ELECTRICAL REVIEW, 


ELECTRIC LIGHT ENGINES 


ALI: CLASSES OF) ENGINES 
MANUFACTURED | BY 


| 
RANSOMES, SIMS & JEFFE: RIES, 


and Prices on 


4 
at 
3 ORWELL 
wil — WORKS, 


DO 
n°. BILLITER ST, 
| (Late 161, Queen Victoria Street.) 
All Goods are made at. our 


FINE ASBESTOS PAPER, for Dynamos, &c. . Works, near London, and | 
ASBESTOS TUBES & CEMENT, for Electric Light Leads. Of the best possible description, — 
ASBESTOS FIRE-PROOF PAINT, for protecting wood is 3 
werk, troughs fer leads, &c. _ Specify “ SALAMANDER” Brand. 
ASBESTOS MILLBOARD STRIPS, for ditto.  Depôts: NEWCASTLE-ON-TYNE, Quay Side 


nd FINE MANCH te : LT V 

| oward Street ; LFF, Mount 8 

Mines in both ITALY PATENT SALAMANDER LUBRIOANT, for Dynamos,&e. Square; BHISTOR 


and CANADA. PACKING, NON-CONDUCTING COWERING for Boilers, Gostinos Dvor. 


LIMITED. 


site 


FREDERICK SIMITE «a eo. 


CALEDONIA . WORKS, HALIFAX. 
Contractors to Der Majesty a Government & Railway Companies 


| BEST REFINHD THLAPHONE WIRE. | 
| PATENT GALVANISED TELEGRAPH WIRE. 
| 100 Ib. COILS, HIGH CONDUCTIVITY. | 


SPECIALITY :—TELEGRAPH WIRE, TO ALL SPECIFICATIONS. | 


COPPER WIRE, hard drawn, high conductivity—long lengths. COPPER WIRE and TAPE for | 
| Conductors, &c. COPPER WIRE, all sizes for covering. STRAND WIRE all | 
GALVANISED HARD STEEL STRAND for Mechanical Telephones. | | | 


F. WIGGINS & SONS, “in Manos #0 LONDON, M | C A. | 
MICA MERCHANTS, [Telephone No. 2248, 
Manufacturers of Mica Goods for GOVERNMENT 4 


CONTRACTORS TO HER MAJESTY’S 


< 
— à 
+ 
" 


| PATENT C T OFFICE. | Wm. M. ‘Foxe ROFT 
FACENT || (Successor to the late W. Fosoroft, also F. Lucas), | 
ARDNER, 
STREET. | Telegraph and Telephone Case Manufacturer, 
© IN D W.| 36, PEROIVAL STREET AND 9, SMITH STREET, 

Pamphlet of Costs Gratis. 1 
| A ii i i Thirty-five éveions. practice with | Lock and Block, Single Needle, Bell, Sounder, Perforater, 

|| Photometer, Telephone Cases, Battery Boxes, &ce, 


£16 168. 


ELLIOTT BROTHERS, 
101 & 102, ST. MARTIN’S LANE, LONDON, W. c. | 


~ 


(ESTABLISHED 1800). | 


SUBMARINE MINING APPARATUS, &c. CONTRACTORS TO EM. GOVERNMENT. 


: 


Sole Agents in England for Sir William iceland 8 : Standard Electric: PARA dd 


ges Award Paris Bxhibition 4889. Only Grand Prix” to any English Electrical 


Telegraph Aädresn: oHM," LONDON. ‘Telephone No. 3852. 
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\ | TALEPHONN No, 17%, WORES+-NORTH WOOLWICH, 
‘SUB [ARINE OABLES, 


ACKNOWLEDGED BY ‘USERS 


THE TELEGRAPHIC JOURNAL AND ELECTRICAL REVIEW. {September 49. 


T. HENLEVS TELEGRAPH WORKS 


COMPANY, LIMITED. 
| Offices —27, Martin’s Lane, Cannon Street, London Be. 


—“DYNAMO WIRE 
Silk Covered Wire, | 


FLEXIBLE coRDs, 
3 AND 302 


ELEOTRIO LIGHT CABLES. 


MABLAS 


CARBONS 


| ~ SUPERIOR TO ALL OTHERS. 


LARGH STOCK rw Low DON. PRICES AN FROM 


THE SOLE AGENTS rs:-CATHCART AND PETO, 


om, | HATTON GARDEN, E. Ce and VULCAN WORKS, ISLINGTON, Ns LONDON, 


3930 


THE GENERAL ELECTRIC 


COMPANY, LIMITED. 


Malden Works, Kentish Town,’ LONDON, |N W.; ‘- and ‘at 35, NEW BROAD STREET, E.C. 


 DYNAMOS & MOTORS | 


“ For ELECTRIC LIGHTING and POWER WORK. 
ELECTRO DEPOSITION OF METALS. 


“ELECTRIC LAUNCHES 


(Under the Tmmisch, Sprague, Julien, and other Patents.) 


On the Thames for SALE or HIRE. Terms on — 
at Platts ees 


— 


LINES EQUIPPED “AND CONTROLLED. 
. The North Metropolitan Tramway Co.’s line, Barking Road, 
y bee now ron by Electric Cars of this Company. 
ESTIMATES AND FULL PARTICULARS ON APPLICATION. 2067 


| 
L 
ÉRÔFRIO LIGHT. ELEPHONS. 
. 
Patent Metallic Braiding, | 
|| TELEPHONE GABLES, | | 
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| "September 19 1890.) TELRGRAPHIC JOURNAL AND ELECTRICAL REVIEW. 
PLANET ELECTRICAL ENGINEERING Co, 
i” | 4, VICTORIA MANSIONS, WESTMINSTER. | 
| 
DIRECT 
| Prof. NUS THOMPSON | says This is the Electrical Engineer's Lamp.” 


FACTS!! 


‘The Howell Electrical Storage Co., Ltd., have erected, or are erectin 


STATION BATTERY, 


ae connection with Central Stations sapplying 


300,000 Lamps. 


These Batteries act 2 a reserve for ee above, or will run 


60, 000 Lames 


without machinery. 
QUOTATIONS FREE. 


HOWELL ELECTRICAL STORAGE 


COMPANY, LIMITED. 


MANSION HOUSE BUILDINGS, LONDON, E.C, 


AND 
Works:-NEW DOCK, LLANELLY. 


Telegraphic Address: “POROSITY,” LONDON. Telephone 1,668. mu |: 
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| WARBURTON AND OROSSLEY’S RELAY. 


vi 


THE TELEGRAPHIC JOURNAL AND ELECTRICAL REVIEW. 


BLAKEY, EMMOTT CO, 


HALIFAX, 


SOLE MANUFACTURERS UNDER LICENCE 
or 
FLETCHER’S WATCHMAN’S TELL-TALE 


THE BLAKRY- EMMOTT DYNAMO. 


EDMONDSON’S CALCULATING MACHINE, 
Silver Medal, — Exhibition. 


BNGL AND. 


MANUFACTURERS OF 


ANNUNCIATORS, &c., 


BATTERIES OF. ALL KINDS. 
‘Single Need|e, Block and More fiistruments. 
“INSULATED ‘WIRE, 
SEMAPHORE AND LIGHT REPEATERS. 
ELECTRIC BELLS AND INDICATORS. 


à. 


[Septembér 19, 


MAGNETO BELLS, SWITCH BOARDS, SWITCHES, 


J. D. F. ANDREWS & Co. « 


PARLIAMENT STREET, LONDON, S.W. 


41 & 42, 


Complete avons of Concentric Wiring 
fo: Interiors And:ews’s Patent Joints, 
Switches, Fuses and Fittings. Lists and 
. Trade Terms on application. 


« MOSELEY’S } 
PATENT 


POCKET 


A Perfect Ammeter (from | 
| 4:10th to 4,000 amperes), | 


Wireman’s 
Pole . 


Detector and. 
Indi¢ator, as well 


Volt and Ohmmeter, &c.-— 


14th, 1890, 


PRICE, Post Free, 2s. où 


io 5 amps., ands ohms, 


| DIRECT FROM THE MAKER, 


YY. MOSELE 82, Montpelier Peckham, London 


ARTHUR B. GILL & Co., | 


Glectric Light and General Engineers, 
4, BOMBAY STREET, BERMONDSEY, LONDON, S.E. 


Sole Makers of GILL’S PATENT MAIN SWITCHES, which are practically 
everlasting. No sparking on the actual contact pieces. These switches improve 


with using. Makers of the “GILL” DYNAMO AND MOTOR, which are un- 


equalled for cheapness and efficiency. SUPPLIERS OF 
REQUISITES. LIBERAL TRADE TERMS, 


Telephone No. 4-32. : Telegraphic Address: 


ALL ELECTRICAL 


“ TORQUE.” 2949 


OaARBONS. 
H. & F. CHAMBERLAIN, 


Manufacturers of Pure Carbon Points, Tubes, Filters, 
Cells and Battery Plates of every description. 


WorKs:- BARNSLEY. 


Telegraphic Address —“CARBUN BARNSLEY.” 8898 


ELECTRIC WIRES, 


Insulated Wire and Cables 
of every description for 
Electrical Instruments, 


UNITED EL 


14a, Clerkenwell Green. London, E.C. 


1730 


as a thoroughly practical | 


atlow prices for cash. Price 


MANUFAGTURERS OF 


Pied 


BUCKLERSBURY Linton 


THOMAS BARRACLOUGH & CO. 
» Lapping, Taping, Braiding, &e., 


ALSO FOR 
STRANDING AND MAKING CABLES OF EVERY SIZE AND DESCRIPTION. 


| _ Globe — Rochdale Road, Manchester. | 


ELECTRIC ‘TELEPHONES, bo, 


marantecd, free trom prises Relt- 

able an eapest on ar 

gs 14s. each, subject to large Trade Aiscount. al 
ur PATENT PENDULUM Indicators ate 

Adjustable, exceedingly Chea 

give great sati on. Stampin oo ee) 


special terms to Merchants and Shippers. 


BAUGHAN & CO. 
Manufacturing Clectricians, 
. CHARLBURY. 


CASE WORKS, 


5, PLACE, 


MANUFACTU RERS OFr 


BY MACHINERY 
FOR 


=| TELEGRAPH, TELEPHONE, AUTOMATIC 
And Electrical Instrument Makers. 


ox 


ù 


MAKERS OF £968 


Makers all most Improved Machinery for Electric Wire and 


description of. 
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CUT CEILING ROSES, 


« 


> 


FANCY OR PLAIN. 


ii | 


Il 


{ll 


mme = 


“WRITE FOR PRICES. 


RAWSON UNITED, LIMITED, 


LONDON, 


Telegrams: “ WOODHOUSE; LONDON.” 


MANCHESTER, BRADFORD & KIDSGROVE. 


Telephone No. 1978. 
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BEST 


PHOSPHOR ‘BRONZE 
 CASTI NGS, 


Phosphor Bronze 
Springs, Ropes, Screws, | 
Rods, Sheets, &c., Bearings, Bushes, 
and other wearing parts 
of Machinery 


Wire of Great rensile. stragt 
and High Conductivity for Telephone 


BEWARE OF SPURIOUS MITATIONS, FALSE ‘REPRESENTATIONS. AND INFRINGEMENTS bal oun PATENT RIGHTS. 


HARTMANN & BRAUN’S 


FOR CONTINUOUS AND ALTERNATING CURRENTS. 
For PRIVATE INSTALLATIONS, 


For SHIP INSTALLATIONS, | 


Hartmann & Braun's New Meters 
0. BEREND & CO, 61, Fore St., LONDON, EC 


TO THE TRADE ONLY. 


This Transformer to have H E D G E ¢ G 
~ A HIGHER EFFICIENCY 


TRANSFORMER. 


ANY CLOSED-CIRCUIT TRANSFORMER IN THE MARKET 


Fireproof Cases Extra. 


For CENTRAL LIGHT and POWER STATIONS, SPECIAL | 


No No Heat. Perfect Insulation. PRICES include Terminals, Base, &c. 


| #25 | 1|. 5410 0 | 300 | 12| 50 G 0 

| ALTERNATING and | 50 | 2 400 | 16 

| CONTINUOUS 4 URRENT WATT. PRIVATE HOUSE 400 1904 

METERS, MOTORS, INSTRUMENTS.» | 6 | 47 47 ON | 

| IRON TESTED FOR THE TRADE. |’ "#00 

| ; * We do not recommend this size. | 

BROOM HALL WORKS, TEDDINGTON, ENGLAND. stzm ro | 


| 
| . 
| 
| 
| | 
& 
Bronze and Silicium Co 
a ronze and Silicium Copper 
| 
| METAL | 
à 
SOLE PROPRIETORS Electrical Urposes. 
Le 
Of the British and Colonial Patents, 
2} 
‘ cé 
| : 87, Sumner Street, Southwark, London, S.B. + 4 
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& SMITH, 


INDEX ro ADVERTISEMENTS. 


ELECTRICAL ENGINEERS, 


x): BRAZENOSE ST. 


~ be 
= 


MANCHESTER, 


The names of Advertisers, whose announcements are ordered for a series, are entered ‘under any on Heading in his Index free of charge 


Accumalators.— eace 
Crompton-Howell Elec. Storage nae ; | 
Drake & Gorham ... 

J. Stiff & Sons (Boxes only) ‘age 13 

arc Lamps. 

J. H. lues Co. eee .. Sup. 11 


F. M. Newton & Co. … Sup. 19 
Planet Elec. Engineering Co. ... 5 
J. & W. Roper eas eee 12 
Simplex eee coo eee Sup. 8 
. Statter & Co. “+s 
Ashestos.— Bell’s Asbestos Co. 16, 
United Asbestos Co. . 
Auctioneers and Valuers (Mechanical). 
| a , Price & Goulty Sup. 11- 


Batteri 
Indie-rubber, G.P. ‘& Tel. Wks. Co. 20. 
Johnson & * ote si": 1 
Telegraph Mfg. Sup. 


Battery dars.—J. Bourne & Son Sr 
J.S Stiff & Sons 


eee eee ee 3 


Genl. Elec. Co., Ld. (4. 10 


Sheppard, Allarton & Madeley ... 
Belting Webb & Son. eve 


Ewen & Co. . Sup. 16 


ks. 
 Berly’s Electrical Directory Sup. 14 
. Electrical Engineer (N.Y. ). Sup. 15 


Western Electrician (Chicago) ...- 


Cabinet Work.—Eclipse Works ... 6 
W. M. Foxcroft eee eee. ees 8 
Castings.—J & J. Hughes … .. 12 
Chemical 
Boor & Co. - 


Dynamos. & ‘Preece 7 
H. Austin... 7 
,.Bolliig & Lowe . 12 


Sup 
-Gülcher Electric ‘Light & P. Co. -18- |: 


J. H. Holmes & Co. coe Sup. 11 


Johnson & Phillips...  .… 1 
Laurence, Scott & Co. 
F. M. Newton & Co. 10 
C. Oppermann  . ove 


J. & W. Roper eee eee 12 

- Stanley & Davies ... 

J. G. Statter & Co. eee 15 
Ebonite. 

Harburg India Rubber Comb Co. Sup.11 


D. Moseley & Sons...’ ... Sup. | 


Electrical Engineers and Contractors. 
J: D. F. Andrews & Co. vee 
‘Andrews-& Preece... 
Appleton, Burbey & Williamson on 18 
Blakey, Emmott & Co., Ltd. ... 6 

Bottom & Co. : 000 
Callender’s Bitumen Tel. &c.Co. … 11 


Charlesworth, Hall & Co.... Sup. 16 
Crompton & Co. ove … Sup. 20 
Drake & Gorham ... 


Electrical Eng. Corporation 
Elliott Bros. 
General Elec. P. & Traction 
rubber or Co. 20 
Johnson & Philli 
Laing, Wharton & Con. 
Laurence, Scott & C see 19 
Paterson & Coope oo 19 


Rashleigh Phipps Dawson .... 10: 


. A. Parsons & Co. ooo Sup. 4 
Poole & White | ‘oor eee Sup. 17 
Reid Bros. Pry) eee ons ae 


BOOK ADVERTISEMENTS APPEAR ON 


Electrical | Engineers, &c.—Cont. Pace 
Ronal À. Scott eee eee Sup. 
| sharp | & Kent 


M: Holroyd Smith... .., Sup. 20 
egrap g. 5 
Western Electric Company À 
Westinghouse Electric Co. 


Woodhouse & Rawson United 7 ve il 
E Co. 10 
rus n 
Bernstein Electric 12 
India-Rubber,G. P.&Tel. Wks.Co. Sup. - 
Johnson & Phillips . 
‘Laurence, Scott & Co. 19 
Thomson-Houston ... 


Light Carbons. 


- Cathcart & Peto eee eee 4 | 


& F. Chamberlain 6 
Genl..Elec. Co., Ld. (@- Binswanger.) Sup. 10 
Lacombe & Co. eee 


Co.  Ld.(G. Binswanger.) he. 10 


Rashleigh Phipps vows 
B. Verit & Sons . ooo eee 12 5 


“Woodhouse & Rawson... ~7 & 11 
Engines for Electric Light. 

W. H. Bailey & Co. ove 

. Browett, Lindley & Co. Sup. 3 
Davey, Paxman & Co. gee 


Greenwood and Batley  ... 
Griffin Gas Engine... =... 
Marshall, Sons & Co. 


eee 15 


Stockport Gas Engine éco 
Willans & Robinson eee 


Fibre.—David Moseley & Sons Sup. 4 


Fire Insurance. 
Phœnix Fire Office . sé 
Fuel Economisers. 
E. Green & Son 


Glass Manufacturers. 
Genl. Elec. Co., Ld. (@. Binswanger.) Sup. 10 
Incandescence Lamps. 
Brush Electrical | Engineering ra 10 
Sunbeam 3 
~ Woodhouse & wson United ry & 11 
india-Rubber.  : 
India Rubber, G. P. & Tel. Wks. Co. 20 
D. Moseley & Sons … Sup. 4 


&ec.—Bourne & Son eee 13 


& Sons eee eee eee 90% 12 


Telegraph Mfg. Co.  .. Sup. 2 
Lubricants.— 
Magnet Steel.—G. P. Wall 


Manafacturing 


Cox-Walkers eee ee eee 13 | - 


Dorman & Smith eee eee eee 9 
Elliott Bros ove 


Hartmann & Braun.” 
King, Mendham & Co. . 


LA 
Nalder Bros. Sup. 9 


‘ae 
Woodhouse & Rawson United. & 11. 


Priestman’s Oil E … Sup. 19 
Ransomes, Sims & efforics 
Robey & Co. ive 


À Wood Elliott 


PAGE 

6. Electricians.—Cont. 
Telegraph Mfg Co... Sup. 2 

Ww. ee, eee eee 4 
Woodhouse & Rawson United ee | 

F. Zipke eee eee ose Bup. 16 

Mica. 


F. Wiggins & Sons Bee: 


Giilcher Electric Light & P. Co. 13 
Patent Avents —H. ‘Gardner eee 8 
Pole Findi: g Paper. 

- ©. Berend & Co. oe "A eee 12 


Johnson & Phillipe (woes sad 
Joseph Aird (wrought Iron and Steel). — 3 


Dorman & 8 


eee eee 9 
- Genl. Elec. Co., Ld.(G. Binswanger.) Sup. 10 
W. Wood & Co. eee 
Porous Cells.—J. Stift & Bons 
Pulleys, Shafting, &..  - 
J. Braithwaite & Son 


Classes. 
Standardising Sup. 12 


Owen’s College … 


School of 
| University Coll; Nottingham Bup. 12 
_Screws.— Davis & 18 
Switches. 
Appleton, Burbey & Williamson Sup 18 
Faraday & Son... . 10 
: Genl. Elec. Co,;Ld (G. Binswanger.) Sup. 
_ The Paiste Switch... .. Sup. 
Walsall Electrical Co...» 
Woodhouse &, Rawson United 7 & pu 


Telegraph Mfg. Co. _3 


Stanhope Co. 
Universal Telephone Co... 
Tools.—Chas. & Co... 7 
Tabes.—Joseph Aird... 2 
Turbines.—F. Nell | ose ti 


W.T. Henley’s T Co. 


United Wire Co... ... 
‘Woodhouse & Rawson U 11 
Wire (uncovered). 
vis & eee + eee 18 


i 
Mire Corer ee 6 


Genl, Elec. Co., Ld.(G. Sup. 10 
J. F. & G. Harris os ove 


Vigers Bros. 


Woodhouse & Bawson United 7 & 11 


Page 14 OF SUPPLEMENT. ; 


MisoeLLANEOUS ADVERTISEMENTS relating to Situations, Articles for Sale and Wanted, dc. CE appear on Sup. 11 (middle of paper.) 


eS, | (a Manulacturers to | A | 
| “| AS «1 the principal Contractors. A 
] | || | - { Al | 
{ \!} ( | LVL \ À 
| | | | | | | 
| L | 2 / | + rs . | 
| | RS, | 
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a 
VV AIBALL CO... À 
| 
| 
Midland Electric Wire Co. | 
Bros. eee soe eee 19 
< W. ckard eee [1 1] eee 12 
a |! 
Fowler,Lancaster& Co. Sup. 11& 12 Ramsden, Camm & Co. 18 | 
Dont & Co | 
be t un. 1 
| | | aurence COL oO. eee eee 
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ELECTRIC LIGHT FITTINGS. 


INTERLOCKING THE LOCK AND BLOCK. 


Fuel, 
than 
at the 


Ô 
most reliable in the market. Post Presta uppitention te 38 for their Steam Engines and Boilers. 


DAYEY, PAXMAN & CO., Engineers, COLCHESTER. 
Lonpon Orrice: 139, QUEEN VICTORIA STREET, E C. 2068 


INCANDESCENCE LAMPS. 


THE BRUSH ELECTRICAL ENGINEERING COMPANY, Ltd, | 
hereby give notice that they have acquired the Edison, Lane-Fox, and other | | 
Electric Lighting Patents, for AUSTRALASIA, INDIA, the CAPE OF ; 
GOOD HOPE, and NATAL, and that it is an infringement of the rights | 
now secured by assignment to them to import, sell, manufacture, or use an 7 i 


| INCANDESCENCE ELECTRIC LAMPS in those territories, except 
under their License. | 


_All orders for Lamps intended to be used in India, or in the above- | 
2 mentioned colonies, must be referred to the BRUSH ELECTRICAL > 

ENGINEERING CO. Ltd., 112, Belvedere Road, LAMBETH, S.E., 
from whom quotations and full information may be obtained on spplioatign 


_ Cheapest, most durable and Catalogues, Price Lists, and full par- 3 a Two Gold Medals and One Siver Medal 
>O 


| 
| SAXBY & FARMER, Railway Signal Contractors Canterbury Road, KILBURN, LONDON, N. w. T 
if Manufacturers of Ratheay Signals, Cubins, Interlocking Levers, Block Instruments, and Signat Work of every description, Electrical and Mechanteat, R 
' T 
P 
| DAVEY, PAXMAN & Co. Engineers, COLCHESTER, 
Devote special attention to 7 
STEAM ENGINES ANI D mL REQUIRED FOR ELECTRIC LIGHT INSTALLATIONS. 
À | 
ga 
Borat Eressue Compound 3 
D. P.&Co.’s es are the D. P..& Co. have been awarded | 


Telephone No. 8075. “DETEOTOR, LONDON.” q 


SHOW Rooms: 58. BERNERS STREET, LONDON, W. 


The Best and most Artistic Show of Fittings in London. 


ELECTRIC LIGHT ENGINEERS AND CONTRACTORS. 
| COMPLETE INSTALLATIONS, OR WIRING ONLY, CARRIED OUT PROMPTLY. ALL WORK GUARANTEED. TRADE SUPPLIED L 2 
ne NEW PATENT CEILING ROSE, : 

cans by all the Fire Offices and Supply Companies, 1s. 1d. net. “The most Perfect Ceiling Rose in the market.” 


WoRKESB: WELLS MEWS, W. 
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FIRE RISK RULES. 
“ SUCH rules should be based on the deductions of 
experiment and the teaching of experience. They 
should give the utmost freedom of action and encourage 
progress. They should contain the minimum that is 
necessary, and this should be strictly enforced. Above 
all, these rules should be in accordance with the 
general principles which regulate all successful engi- 
neering constructions. For example, if we consider 
such familiar, but different structures as a locomotive 
engine, a steamer, or a bridge, we observe that there is 
no absolute safety in any one of them. Each has been 
perfected, not by directing the mind to a particular 
class of facts, but by a judicious compromise between 
many conflicting necessities, by giving neither more 
nor less than a just measure to each requirement, and 
in each case, all this has had to be done with due 
economy and limited means. In this spirit all fire 
insurance regulations should be framed.” 

This is the concise manner in which Mr. Wilson 
Hartnell summed up the requirements of fire risk rules 
and regulations when, before the British Association, 
he pointed out some much-needed amendments in 
those now existing ; and it is on his admirable paper, 


and the correspondence on the same subject in the | 


Times, which has extended in a fitful manner over a 
period of some weeks, that we purpose offering a few 
comments. This, however, will not be so much with 
a view of suggesting any technical alterations, but 
rather from a desire to bring about the necessary 
feeling of compromise amongst the conflicting interests 
which now render the proper carrying out of electric 
lighting installations a matter of no small concern.. 

_ Mr. Hartnell coudemns any attempt on the part of 
insurance companies to determine a fixed current 
density in conductors as “useless, vexatious, and scien- 
tifically wrong,” and on this point we cordially agree 
with him, and would urge upon the various companies’ 
technical experts not only the advisability, but the 
absolute necessity, of substituting for the clauses 


dealing with the sectional area of conductors others 
based upon scientific principles, 

When the subject of insulation is dealt. with, it: is 
not quite so easy to follow the ideas which presented 
themselves to the author’s mind. That the chief object 
of electric light insulation is safety, and that this 
should continue for as many years as possible, is doubt- 
less the view entertained by all electrical engineers ; but 
Mr. Hartnell seems likely to be misunderstood when he 
says that he considers durability of far more consequence 
than high insulation. The term “high insulation ” is, 


of course, a relative one only ; but ‘surely that very 
durability upon which so much stress is laid depends 
upon good and, probably, according to the material 


used, high insulation ? It, therefore, seems to us that 
Mr. Hartnell is in error in trying to dissociate the one 


from the other, although we concur in his opinion 


respecting the advantages of naked wires on insulators. 
So far as his distrust of vulcanised India-rubber goes, 
we would not like to say that it is entirely untenable ; 
on the other hand, evidence as to its superiority over 
all other kinds of insulation for electric light leads 
could doubtless be produced in abundance. 

The question as to what wires will pass the i insurance 


companies is perhaps the most vital point of all for the 


contractor, and a letter which appears . in our corre- 
spondence columns is only one of numerous complaints 
of a similar nature which have reached us from many 
quarters. 

So far as specifying the insulation resistance per mile 
is concerned, there should be no difficulty whatever i in 
this, nor should the question of dry or wet weather 
enter into the matter at all. All wires covered with 
India-rubber, gutta-percha, okonite, Callender’s bitu- 
minous compound, or what not, are tested after an 
immersion for a given time, usually 24 hours, in water 
at a temperature of, generally 75° Fahr. It is necessary, 
owing to the effects of temperature upon the insulating 
materials to reduce the dielectric resistance to a 
standard ; and in telegraph work, whether underground 


or submarine, it is always taken at 75°. 
B 
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What the resnlt of testing for insulation turns out to 


much upon the wire, which per se should be just as 
good as when it left the manufacturers, as upon the 
number and nature of the apparatus in circuit, which 
include lamps, switches, cut-outs, joints, &c., of various 
kinds, Naturally the wire, through lapse of time, will 
not remain in the same excellent condition as when 
first erected, for only under water will India-rubber 
and gutta-percha retain their insulating properties for 
many years unimpaired. — | 
The controversy in the Times was commenced by 
Major Flood Page, who, in reply to a question as to the 
rules which were best to adopt for wiring houses in a 
small provincial town, answered that he could only say 
_ that some fire insurance offices followed one set of 
rules, others made their own, others had none, some 
trusted to inspection of each risk, and that, in the 
interests of the public, of the contractors, and of the 
offices themselves, it was most earnestly to be desired 
that one set of rules should be adopted by all the fire 

insurance offices, 
- Farthermore, this gentleman, after a careful examina- 


rules of ten different fire offices, concluded that they 
_ contained no crucial difference, nor any disagreement 
in principle, and, while founded on the Phoenix model, 
the variations were mere matters of detail, none of which, 
so far as the gallant Major could see, made the offices 
which introduced the changes any safer or better for 
the introduction. In conclusion, he advocated the 


tion on a variety of grounds, one being that “ notwith- 
standing the number of years these rules have been in 
use, not a single instance of fire has occurred from any 
electrical installation placed up in compliance with 


gentlemen, who have had much practical experience on 
a subject which their opponents could only treat 
theoretically, brought their guns to bear upon the 
Phoenix rules, and knocked them considerably out of 
shape, although not beyond recognition. 

Mr. Verity explained how a serious effort was made 
to compile standard rules by the Institution of 
Electrical Engineers some time ago, but the rules then 
devised never commanded general respect and gradu- 
ally lapsed owing to the action of certain fire-office 
surveyors, who throughout maintained that it was for 
them to satisfy themselves of the risks they took ; that 
they were entitled to take whatever steps they thought 
necessary for the protection of their offices; and that 
they could not recognise rules laid down by an insti- 
tution in no way associated with them financially in 
their risks. “ But,” says Mr. Verity, “it is distinctly 
wrong to say that electric light rules concern the fire 
offices only. They concern the electric supply com- 
panies, as they also must be satisfied with the 
| efficiency of house wiring before they connect it to 
| their system ; they concern the electrical contractor, 
who could do his work more speedily and at a lower 


be after the installation is completed depends not 80 


tion of the rules of the Phœnix office and of the Institu- 
tion of Electrical Engineers, and also of the special — 


adoption of Mr. Musgrave Heaphy’s classical compila- — 


them.” Prof. Silvanus Thompson and Mr. C. H. W. 
Biggs took up the cudgels in the same cause ; but two 


rate if uniform requirements were insisted on ; and they 
greatly concern the house occupier who wants to be 
left in peace, feeling that when such work has once 
been done he will not be disturbed again. Besides the 
variety of rules mentioned by Major Page as being 
issued by fire offices, each electric supply company has 
also its own set of rules which must be complied with, 
It may be asked, Why should a: supply company re- 
quire rules also, and why is the fire-office inspection 
not considered sufficient ? I fear the reply must be 
that although such inspection is often carefully made, 
yet in many cases it is very perfunctorily performed. 
Moreover, fire office inspection of electric work usually 
deals solely with the quality of material, the system of 
safety fuses, switches, &c., and it would be quite a 
novelty for any fire-office surveyor to be seen with 
instruments for accurately testing as to the efficiency of 
the work, and yet _— is —_ what a supply — 
requires.” 

Mr. A. A. Oma Swinton alluded to Major Flood 
Page’ 8 letter in a grimly sarcastic vein :—“ Among per- 
sons competent to judge, there is now no question that. 
given proper appliances and good workmanship, the 
electric light is by far the safest of all illuminants, but, 
at the same time, it must be confessed that the state- 
ment that no fires have occurred where the Phoenix 
rules have been thoroughly followed is a very safe one, 
as it is, at all events, open to doubt whether there ever 


has yet been an installation carried out in entire: 


accordance with these rules.” 

Both gentlemen are agreed that Mr. ee Heaphy 
has undoubtedly been the means of bringing about the 
present high standard of electrical work, and his rules 
must form the basis of future work in this direction. 
But the objections that have been from time to time 


raised to the Phœnix rules are that they are too many ~ 


and diffusive ; that they leave too much to the dis- 
cretion of the surveyor, whom, from the vast amount 
of work, it is impossible to so frequently consult ; that 
some of the rules are unnecessary and not desired by 
other leading offices ; and that some of the details 
required simply tend to unnecessary expense, without 
adding to safety. 

Moreover, each edition becomes more and more volu- 
minous, and this seems likely to go on ad infinitum. 


It appears, therefore, that what is now desirable is a 


set of rules which will meet the approval of both in- 
surance and electrical supply companies, and also 
the needs of wiring contractors. It seems on the 
face of it unnecessary that supply companies should 
require a set of rules for their own protection, but that 
this is at present the case is well known, and for 
obvious reasons they must themselves decide whether 
to supply current to a house or not, even if it has passed 
the fire office inspectors. 
very important one for companies supplying on the low 
tension system, as a bad leak in one house may interfere 
with the supply of a whole district, a drawback which 
does not enter into the transformer method, so long as 
the primaries are kept free from the secondary coils. It 
will be readily seen then that although a fire office 
takes the risk of the house in which a conflagration 


The insulation question is a 
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happens to occur, still the supply company has a heavy 


responsibility ; this, however, might be merged into 
the insurance companies upon the adoption of new 
standard rules. Now, to effect this object, there is only 
one obstacle to overcome, and that is to bring Mr. 
Heaphy to take a reasonable view of the situation. He 
was in the beginning guide, philosopher, and friend 
to the electric lighting industry; now he is the 
stumbling-block. | 

A practical committee, composed mainly of men who 
have had the advantage of experience to guide them, is 
required, but it should not contain more than eight 
members, half that number representing the fire offices, 
and the others selected from the contractors and supply 
companies. More than these would lead to waste of 
time and quibbling, and in the end the result would, 
like Prof. Fitzgerald’s famous mathematical paper, 
“ An episode in the life of J” = 0. 

Now we may take it that the fire offices are quite as 
anxious as the contractors to see one set of rules 
adopted, and, generally speaking, they will not care 
from whence they may emanate, so. long as they fulfil 


certain conditions. No one wishes to deprive the 
 Phœnix ” of the credit due to them in the matter, 


indeed, that would be impossible; but we and others 
have objected to Mr. Heaphy’s rules as unsuitable from 


a business point of view, on account of their vagueness — 


in important points, leading to unnecessary correspond- 
ence and interviews. 


A very laudable attempt was made last year by the : 


Fire Offices’ Committee to issue an official set. of rules 
which, we believe, would have given satisfaction to all 
concerned, but owing to the factious opposition of a 
few, it was deemed advisable to let the matter rest for 
a time, and thus we have drifted into the present un- 
satisfactory state of things. 

Now as to an ideal set of rules. Let us consider 
them from the fire office point of view. In the majority 
of fire offices the inspection of electric installations 
forms but a small portion of the duties of their 
surveyors, and it is essential that that portion be 
rendered as light as possible. Hence rules regulating 


_ the installation of electrical energy should be definite 


and precise—in fact, in the form of must be, and not 
should be. Limits as to current, spacings, insulation, 
and the like, should be all clearly defined. Nothing 
should be left for “approval,” and the “inspector” 
should be eliminated from them. It is quite possible, 
in our opinion, to draw up a set of rules that shall 
compel good work, without entering into minute 
details. Specify. for enough copper, well insulated, 
and the proper jointing and carrying of conductors ; 
State the principles governing the construction and 
mounting of switches and cut-outs; prohibit their 
being placed in positions where, if they go wrong, they 
can do harm; then, if the total insulation of an in- 
Stallation is satisfactory, we may rest content. Above 
all, do not harass the contractor with mere fads and 
fancies. Reasonable security against fire can be 
attained without unnecessarily adding to the cost of 
wiring, and thus retarding the more general introduc- 
tion of what is, after all, the safest light to be had. 


The insurance companies’ task will in future be much 
simplified by the Board of Trade regulations. They 
need now concern themselves only with the house 
work. More latitude should be allowed in wiring off a 
direct continuous current supply, as against alternating 
transformer systems. With the former one well-known 


company had no trouble, whereas with the latter it has 
had a good deal. 


The present agitation will do good, and we hope lead | 
Upon one. 


to some satisfactory results this autumn. 
thing, however, everybody concerned may rely. The 
leading fire offices will not have the Phœnix rules 
thrust upon them in their present garb—Prof. 8, 
Thompson notwithstanding! Let that be clearly under- 
stood. | 

To bring the matter officially before the repre- 
sentatives of the fire offices, we would suggest a letter 
on the subject being addressed to the Secretary of the 


Fire Offices’ Committee, Watling Street, from, let us 


say, the Electrical Section of the LondonChamber of 


Commerce ? 


_ There is no need to trouble the Institution of Elec- 
trical Engineers further; there are certain broad 
principles common to all systems of electric lighting, 


but we feel inclined to agree with a. gas contemporary 


that electricians will have to share the fate of gasfitters 
in a similar event, and meet every fresh case on its own 
merits. It cannot be a difficult task to settle the prin- 
cipal desiderata of safe electric light wiring ; but ex- 


ceptional cases are certain to arise from time to time, 


which cannot be dealt with by hard-and-fast rules. 
The project of employing the Institution of Electrical 


Engineers, or the Board of Trade, or any other outside 


body to draw up a code of fire rules, falls to the ground 
the moment it is perceived that since the Fire Offices 
‘would have to pay the damage, they must have the last 
word as to what precautions they would be satisfied 
with before issuing a policy. 

A last word on the duties of inspectors. Can it bea 


satisfactory condition of affairs to know that the repre- 


sentative of a fire office may also be a consulting engi- 
neer even if he has no direct interest in any electrical 
supplies ? We believe the inspectors of Lloyd’s, for 
instance, devote the whole of their time to the duty of 
examining ships, and do not practise as technical 
advisers to the very people with whose vessels they 
may have to find fault. In electrical engineering, 
however, possibly because the business is yet but in 
its infancy, we have known instances of fire inspectors 
acting as censors of the work and materials advised by 
them, as experts, to be employed ; and consulting 
engineers acting as contractors to their own clients ; in 
fact, as they cannot fill up their time profitably in one 
branch, there is a tendency to combine all. These 
things should not be passed unnoticed, and the pages 
of the REVIEW are open to any of our correspondents 
to suggest plans by which the whole fraternity may yet 
become a happy family. © 


THE Thomson - Houston Company 
has experienced a rebuff on the part 
of the Bremen Town Council. 
the reasons assigned for the refusal of the concession 


Refusal of a 
Concession for 
Electric Tramway. 


One of 
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for a projected line from the Rathhaus to the Buerger- 
park was said to be due to the very unsatisfactory 
working of the electric tramway at the Bremen Exhi- 
bition. The noise occasioned by the cars was con- 
sidered unbearable, and another objection was raised 
against the sparks or “flashes of lightning” between 
the wheels and rails forming the return circuit. Similar 
complaints reach us from Italy anent another American 
system, and it appears that people on the Continent of 


: Europe are not inclined to put up with nuisances 


which our American cousins tolerate. Toothed wheel 
gearing must sooner or later develop that rattling noise 
which, however natural to à machine shop, will never 
be appreciated in a public conveyance. Visitors to 
Blackpool are ever complaining of the noise occasioned 
by the electric tramcars, and these are fitted with the 
best kind of chain gearing, as are also those of Barking 
Road, with another noisy sort. 


THE Lichterfelde Electric Railway, 
The Oldest Eleetric the oldest in the world, has been ex- 
tended to the station 

and opened for traffic. 


AMERICANS, more than any other 


Paty on nation, enjoy the privilege of paying 


duty for most things which cross their frontier. 


Hitherto electricity by means of submarine cables has 
entered free of duty ; this was for telegraphic purposes 
only, but the probability is that this “ imponderable 
matter” may, in future, be taxed if “ imported” for 
other uses. 
Herald, an enterprise called the “ Cataract Construction 
Company,” which has for its object the utilisation of 
the power of the Niagara Falls. This company having 


learnt that some Canadian parties are endeavouring to 


organise opposition for the construction of works on 


the Canadian side, with the intention of transmitting 


the power to the American side, have asked the Con- 
ference Committee on the Tariff Bill to insert a clause 
taxing the conveyed energy at the rate of $5 per horse- 
power. It is not stated whether this is for a horse- 
power per minute or per annum ; anyhow, the question 
is an interesting one, and we wonder whether the 


vigilant U.S. Custom House officials will stop the. 


current at the frontier for the purpose of examining its 
quality, since the notion of two kinds of electricity 


_ still exists in certain quarters, or whether it will be 


passed through a meter kept by the excise officers ? 


PIPES for gas, water and electric 

Undverount Werk, Cables, made of paper, have recently 
been exhibited in Vienna. The width 

of the paper is equal to the length of.a given pipe. The 
paper runs first through molten asphalt and is rolled 
upon a mandril of wood, the size of which determines 
the inside diameter of the pipe. When cool, the man- 
dril is removed, and the inside of the tube covered with 
a kind of enamel, the composition of which is kept 
secret. The outside is covered with a bituminous 
lacquer and sand. It is stated that a pipe of 2 centi- 
metres thickness of material stands an internal pressure 


of 1,000 kilogrammes. 


AN electrical contemporary which, 
last week, devoted a leader to pro- 
phesying the speedy demolition of the B.A. for the 
Advancement of Science, unless reforms were adopted 
to meet the wants of the times, commences in the 


Curious Reasoning. 


_ following contradictory manner :—“ The afternoon of 


There exists, according to the New York | 


Saturday was very fine in Yorkshire ; and the meeting’ 


of the British Association may therefore be considered 
to be a success, since members had every opportunity 


for enjoyable excursions.” Just as one swallow makes 
a summer, 80 a fine Saturday half-holiday sets the seal 


of success upon what the Evening News and Post calls 


a moribund association. 


WE have already laid the general 
the Telegraph Scheme, torms Of the new telegraph scheme 


Delay in Applying 


before our readers. Though some 
months have elapsed since its existence was made 
public, it is surprising to hear that it is not yet in 
general operation at the Central Telegraph Office. 
Whatever may have led to this extraordinary delay, it 
is to be hoped that such points as a fairer system of 


awarding sick pay to first and second class clerks, the — 


question of a month’s annual leave to the former body, 
and the unsettled question of the improvement of the 


' position of senior clerks, will have been found to have 


received that full measure of recognition which their 
importance demand. 


FINANCIAL contemporary 
on this subject makes the following 
siting Co, ta. apposite remarks:—" The game that has 


been played is undoubtedly a clever one, but its success’ 
does not inspire us with confidence in the future of the 
_ companies. The mere fact that each parent concern. 


has created sub-companies, and received substantial 
sums from them is sufficient explanation of the premium 
at which the shares of each of those concerns stand, 
but what has any one of them earned, and what have 


the off-shoots accomplished in the way of genuine 


business ? It stands to reason that these fresh issues 
of capital cannot go on forever. The time must come 
when the bond fides of each of them, and the com- 
mercial value of the Elmore process will be put to the 
proof, and it is our duty to keep this fact before our 
readers. 
Messrs. Elmore is worth money, but. not so much 
money as the wire pullers have obtained for it ; not as 


many pence as they have been paid shillings, and we. 
do not for one moment believe that the demand for 
absolutely. pure copper is sufficient to return a divi- 


dend of 1 per cent. upon the capitalisation of the com- 
panies we have enumerated. Were there but one— 


Elmore’s Patent Copper Depositing Company, for — 


instance—it might be a pronounced success ; but as it 
is, we feel convinced the result will be a disastrous one 


for the shareholders. It must be remembered that the — 


aggregate capital employed is £820,020, made * as 
follows :— 


Elmore’s Foreign and Colonial £120,900 
» Copper Depositing eae ‘a 200,000 

» Wire Manufacturing 300, 020 

a French Patent 200 000 

£820,020 


To pay 10 per cent. upon that amount will require 
£382,000 per annum.” It is possible, however, that Sir 
W. Thomson’s paper to which we alluded last week on 
p. 287, may create a b great demand for — _ 
copper. 


HOw is it that with FRS cars the 
Birmingham Central Tramways Com- 
pany run only five of them? Also 
how is it that the General Electric Power and Traction 
Company, with six cars at Barking Road, have only 
three and sometimes only two running ? 


Accumulator 
Tramcars. 


Our own opinion is that the invention of the 
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ELECTRIC BLOW-PIPES. 


By A. M. TANNER. 


My attention has been drawn to an illustrated article 
in the Electrical World of August 23rd, 1890, on 
welding with the electric arc. This article reviews 
certain inventions of C. L. Coffin on the above-entitled 
subject, and says that “the fundamental principle 
involved therein can be called that of an electrical 


 blow-pipe ; ” furthermore, it is stated that the idea of 


handling the electric arc as one would a blow-pipe with 
a magnetic blast instead air, is certainly a very beau- 
tiful and ingenious application of theory. From this 
it would appear that Mr. Coffin, or the writer of the 
article in the aforesaid journal, is without knowledge 
of the electric blow-pipes of Werdermann and Jamin, 
and the fact that the action of electro-magnets upon the 
electric arc has frequently been studied, notably, by 
Quet (see Comptes Rendus, of French Academy of 
Sciences, Vol. XXXIV., A.D. 1852, page 805). Quet 
states that Davy was the first to experiment upon the 
voltaic arc with magnets, and that Despretz and others 
had also studied the same phenomenon. In referring 
to his own experiments, he says :—  _ : 

‘“ I caused a very powerful electro-magnet, made by 
Rhumkorff, to act upon the Davy arc, and I transformed 
the column of light into a long rushing point of an 
intense heat, and similar to the blow-pipe flame. I 
obtained this result by placing the carbons perpen- 


_ dicularly to the common axis of the electro-magnet 


coils. In order to explain my idea, I will suppose this 


' axis to be horizontal, the carbons vertical, and their 


points placed between the neighbouring poles of the 
apparatus. In these conditions, instead of a vertical 


_ column of electric light a horizontal point is formed 


(dard) perpendicularly to the axis of the coils, just as 
when the blast of a blow-pipe is directed upon 


_ a flame. The analogy is so complete that, by reason of 
the noise produced by the arc, it appears as if some one 


were blowing. The light of this point has neither the 
whiteness or dazzling character of the electric column 
it displaces ; nevertheless, its heat is very great, be- 
cause it is capable of melting platinum. Because of 
this last-mentioned property, and the form taken by 
the arc, it appears to me that this kind of electro- 
magnetic blow-pipe can be usefully applied in the arts. 
The electric point (dard éléctrique) is remarkable for 
its length, In my experiments, it was eight or ten 
times more than the maximum length of the luminous 
column. Quet also states that the carbons can be 
placed at an angle, or one at the side of the other, in 
which case the electric point is formed laterally and 


parallel to the carbons. It will readily be perceived 


that Quet foreshadowed Coffin’s process, in which the 
arc is formed between two converging carbon pencils 


and is blown downward upon the metal surfac2s to be | 
_ heated by the influence of an electro-magnet. An 


arrangement of, parallel carbon electrodes (as in Jab- 
lokoff candle) and electro-magnet is shown by Richard 
Werdermann in his English patent, No. 1,438, dated 
April 24th, 1874, for a method of cutting rock or stone, 
&e. I can do no better than to quote the entire descrip- 
tion of this patent, bearing upon an electric blow-pipe, 
particularly as the article on Coffin’s welding process 
states that an air-blast is sometimes used for deflecting 
the arc. This is also an idea disclosed by Werder- 
mann, as will be seen from the following abstract 
of the descripjion found in the patent, viz. : — 
“When the rock is very hard, as porphyry, granite, 
gneiss, and the like, I prefer to use an electric blow- 
pipe. Fig. 3 is a plan of an apparatus for carrying this 


_ part of my invention into effect, and fig. 4 is a front 


view of the same. In this apparatus the carbon points, 
g, of the electric light are fixed on a suitable handle or 
frame provided with pinions, /, and racks, A!, to regu- 
late their distance. I blow through the voltaic arc 
over the two carbon points, g, a powerful current of air 
or steam or other suitable vapour or gas. For this pur- 
pose [ provide a carbon tube, #, arranged over the said 


À 


carbon points, g, and provided with an adjusting 
pinion, /, and rack, /’. The air, steam, or gas is sup- 
plied to the said carbon tube by a pipe, 7m. When the 
blast is in operation through this tube, and the light is 
burning, the flame of the voltaic arc will produce the 
effect of a powerful blow-pipe. g', g', are wires con- 
necting the carbon points with a battery. In fig. 5 I 
have shown an apparatus in which the carbon points 
are arranged between the two poles of a powerful 
electro-magnet, and the blow-pipe is not used. Assoon 


as the light is produced and the electro-magnet set in | 


action, the voltaic arc is repelled and pointed like the 
flame of a blow-pipe. The heat obtained by the appa- 
ratus shown in figs. 3 or 5 is so intense that the hardest 
granite is thereby not only calcined but is fused in a 
few seconds.” 


D 
EXD |C| 
LD 
|] 


K, Electro-magnet.  C, Carbon pencil. 
Fra, 5. 


Another electric blow-pipe (chalumeau electrique) is 
described by Jamin in the Comptes Rendus of the 


_French Academy of Sciences, Vol. 88,.4.D. 1879, page 
- 544. After having described an electric lamp with 


parallel carbons, and the effect of an electro-magnet 
upon the electric arc, first discovered by Quet, Jamin 
states :—“ The fusion of lime proves that the arc thus 
projected by a magnetic effect is capable of con- 
siderably heating all bodies; it is a genuine blow-pipe, 
and probably the most powerful of all. I recommend 


. it to chemists and physicists.” 


- The blow-pipes of Werdermann and Jamin, although 
not specially designed for such purpose, are adapted to 
be used for the electric welding of metals, since they 
have parallel electrodes arranged in such a way that 
the arc can be projected upon surfaces placed beneath 
the arc. There is another more recent reference to be 
considered which is also an electric blow-pipe, and 
is specially designed for welding and soldering metals, 
The English patent of Bernardos and Olszewsk, dated 
October 28th, 1885, No. 12,984, describes and illustrates 
in figure 35, an “ Electric Solderer,” which has two 
parallel carbon pencils fastened in a holder and ar- 
ranged above an anvil on which the work is placed, 
The anvil is surrounded by a wire coil, so that when 
the electric current produces the arc between the 
parallel carbons and flows through the, anvil coil, the 
anvil is converted into an electro magnet “ whereby 
the flame of the arc is drawn to the object to be 
operated upon.” 


‘I think I have satisfactorily shown that Mr. Coffin — 


did not invent the electric blow-pipe. Quet having 
fused platinum with a so-called. “ electro magnetic 
blow-pipe” in 1852, and Werdermann having subse- 
quently applied the same instrument to the cutting 
and fusion of mineral substances. Du Moncel, the 
eminent historigrapher of the applications of electricity, 
says in his work: “I desire to be impartial in my 
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writings and ‘ à rendre àCésar ce qui appartient à César. 
It is well that this should be observed in this modern 
age of electricity, and credit bestowed where credit is 
due. 


MUNICIPAL LIGHTING.* 


By M. J. FRANCISCO. 


THE electric spark that Franklin gathered upon his 
key lay dormant for years, until from the fires of 
genius, guided by the finger of science, there flashed 
forth the electric light. This has been increased and 
magnified, until to-day America stands as the exponent 
of this science, with 300,000 arc and 4,000,000 incan- 
descent lamps flashing like meteors across the conti- 
nent. Thus has science aided nature in lighting up 
the streets and highways of our native land, from the 
shores of the Atlantic, across the snowy peaks of the 


This vast industry, requiring an army of over 
300,000 men and an investment of $300,000,000, is the 
result of American genius and enterprise. Truly we 


day as the representatives of this science and industry, 
which is revolutionising the world. Not only has the 
globe been encircled with telegraph symbols, and the 
human voice sent flying across space. for thousands of 
miles, but the ocean itself has been studded with 
electric lights, guiding the mariner across its waste of 
waters, and flashing its brilliant hues as a welcome 
beacon upon the weary eyes of many a watching crew, 
whose vessel was sinking in mid-ocean. 

This science, fraught with so much good for man- 
kind, which has put millions of money into circulation 
and furnished employment to thousands of labouring 
men and others, is now menaced by men who, posing 
as economists, desire to use this power for political and 
other purposes, as well as for their own aggrandise- 
ment, regardless of the interest of the masses or the 
public welfare. The plain English of this movement 
an ps Age control of electric lighting plants. 

- Who are the great apostles of municipal ownership 
of electric lighting plants, claiming that municipa- 
lities can furnish lights cheaper than private corpora- 
tions ? Mostly visionary, theoretical dreamers. Not 
| one has had a single day’s practical experience in the 
electric lighting business. For example we were 
treated to a specious article in the New York Jnde- 
pendent, purporting to come from a professor of Johns 
Hopkins University. An examination of the article 
shows at once that the author has no experience or 
practical knowledge of the business, and proves to be 
simply a youth from Omaha, Neb., who has been study- 
ing there for a couple of years. He is now told to cry 
monopoly, and this article is the result. These are the 
persons who are being used by professed economists, 
wire-pullers, and others as figure-heads ; who make state- 
ments based upon a state of things that do not exist, 
and use such statements in contradiction of the actual 
experience of practical men and the best scientists of 
this generation, who have not only made the subject a 
study, but demonstrated the same by testing it every 
night for years. 

If a municipality can sell electricity cheaper than 
private corporations, why should they not manage all 


have large amounts of printing done; why not have 
the city own and run paper mills and printing offices ? 
also street cars, and own mines and sell coal? They 
also use immense quantities of stone, building material, 
&c. ; then have them run a marble quarry. The tax- 
payers use carriages ; let the city build these also. And 
so on with every industry requiring the investment of 
| private capital. If municipalities can save the taxpayer 


__ *A paper read before the American National Electric Light 
| Association, August 20th, 1890. 


Rocky Mountains, to the golden shores of the Pacific. 


may well congratulate ourselves that we are here to- | 


other industries and trades of the country? All cities 


money in controlling and manipulating one industry, 
why not all? If they can do it cheaper, then every 
taxpayer would receive the same proportional benefit 
as is claimed for electric lights. 

The great argument used in Ts of municipal 
control of lighting plants is a list of cities, with what 
purports to be accounts of the cost of their electric 
lights, where over half of the expense of the lights 
has been charged to other departments. Among these 
are Bay City, Bangor, Dunkirk, Chicago, Ypsilanti, 
Topeka and Lewiston. 

We will examine a few of the claims made as to the 
cost of lights in these cities. | 

The City Superintendent of Bay City, Mich., 
reported that the cost of the electric lights was only 
$40 per year. The Council of Bay City appointed a 
special committee to investigate the expense of city 
lights, and they submitted a report showing that the 
city was running 137 lights at a cost of $59.42 each per 
year, not including taxes, water rates, interest or 
depreciation. Including interest, 5 per cent. on 
$35,000, cost of plant, taxes and water rates, i per 
cent., 10 per cent. depreciation, the cost was $104 per 


year each lamp, running only dark nights. A short — 


time since, during a thunder shower, the city was left 
in darkness, because the City Superintendent was 
afraid of burning out an armature if he ran the lights. 
A gentleman passing an evening in Bay City recently 
inquired why they did not have street lights, and the 
answer was “ We do have them,” and sure enough, at 


-nine o’clock, they started the lights. Still, the price 


charged by electric light companies for first-class 
service, with lights every night, even when obliged to 
compete with the rival forces of Heaven’s batteries, is 
compared with such service as shown in Bay City. 
The city of Bangor claims that the average cost of 
burning a light each night is 122 cent. ; that is $46.23 per 
year for each lamp. The electrician is paid $78.50 per 
month, or $942 per year; his assistant receives $520 
per year ; one lineman is employed at $624 per year; 
two trimmers at $1,248 for the year—making $3,334 
for wages of these men, being $22.82 per lamp per 
year. They run all night, requiring double lamps and 


four carbons for each and every day, calling for 


1,460 carbons per year each lamp; for these they pay 
$13 per thousand, and in addition pay 96 cents. per 
thousand for freight and 5 cents. per thousand for 


cartage from the freight-house, making cost of carbons — 


$14 per thousand, or $20.44 per lamp per year. 
Allowing $2.97 per year for oil and waste, we find the 
amount paid by the city for wages, carbons, oil 


and waste was $46.23 per lamp per year. This is 


122 cents. per lamp per night, just what is claimed as 
the entire cost to the city for running their lights. The 
plant cost $35,000, and this does not include anything 
for the water-power nor for any portion of construction 
of the dam or cost of its maintenance, or for the 
station buildings. Interest on $35,000 at 6 per cent., 
$2,100 ; ‘depreciation on electric apparatus, 10 per cent., 
$3,500 ; broken globes during the year, $130; wall 
controller burned out, costing $160 ; 15 lamps broken, 
repairs costing about $300; damage to mast-arms, 
repairs costing $100; repairs at station, $500; also 
$730 paid for coal. Here is $7,520, which is part of 
the expense of the electric lights charged to some other 
department, while to get the true cost there must be 
added to this the repairs to the dam, interest on the 
cost of the buildings, wages of an engineer when 
engine is used, cost of new brushes and segments; also 
taxes and water rent, which the city would receive 
from a private corporation if running the lights, which, 
at the lowest estimate, would be over $1,000 per year ; 
thus making a total cost to the city of $15,271.86: for 
running 146 lamps one year, being $104.59 per lamp, 
and that, too, with water power all the time except for 
about six weeks. 
The favourite place quoted by advocates of municipal 
ownership is Dunkirk, N.Y. I herewith give the 
report of the water commissioners of Dunkirk. As a 
specimen of expert bookkeeping, and a sample of the 
way accounts are kept by cities, I recommend the plan 
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to all electric light men ; for, if you are endeavouring 
to satisfy your constituents or stockholders that 
electric lights can be run without money and without 
price, it cannot be excelled. The report reads as 


follows :— 
« Parp on Account or Exzcrric Lier. 

For linemen’s salary $540.00 
For labour repairing line... 41.42 
For repairs on engine and boiler ... sve … 65.64 
For repairs on machinery ... 99.40 
For miscellaneous accounts 14.60 

$2,141.90 


“The above statement shows very distinctly that the 
most sanguine predictions as to the cost of running the 
electric lights of this city have been more than realised. 


After a trial of one year and eight months, the: 


machinery and line are in better and more perfect 
condition than when first started. The cost of our 
electric light does not excéed 1 cent per hour for each 
light.” 

Here we have a report from the city authorities 


stating that the entire cost to the city of running 55 arc 


lights one year was $2,141.90. | 

You will notice one item is repairs on engine and 
boiler ; also one item for fuel, showing that the plant 
was steam power, and, what is far better, a style of 
boilers and engine that ran the entire year, starting and 
stopping at proper times automatically, without any- 
one to look after them except a man occasionally to 
make a few repairs—the coal walked into the furnace 
without assistance, and no one was employed in or 
about the station, neither did the plant cost the city 
anything. | 

Here is a sample of the reports made by politicians 
and those professed economists, which shows just how 
reliable they are. Of course, a man of practical expe- 
rience, and knowing that electric lights do not run 
without human agency, would look further before 
accepting such a statement ; and when we examine the 
accounts of the water-works, we find engineers and 
firemen paid $3,555, supplies $449, general expenses 


_ under superintendent $995, miscellaneous accounts 


$240, superintendent’s salary $720, interest on bonds 
$7,025—making $12,984 additional. Even if only one- 
third of this is charged to electric lights, we have 
$4,328 to add to the $2,141, making $6,469 for 55 lights, 
or $117 each per year. Consistency, thou art a jewel ! 

Chicago, it is claimed, is the centre of the world, and 
the only place on this mundane sphere where mortals 
can be happy, and where life can be spent without 
thought of money or the hereafter, because their 
electric lights only cost $73 per year. We admit that 
Chicago has triumphantly secured the World’s Fair, 


and is now transposing our national air to “ Hail, 


Chicago! happy land.” But they have not yet seen 
the bills for the electric lights, as furnished by 
the city and used on that occasion. When they 
do, the city electrician will need to add something more 
to his stereotyped answers that the cost of city lights 
“does not include any expenses such as you mention— 
taxes, water rent, interest on investment, insurance, 
repairs, depreciation or renewal of plant in general ; ” 
neither will it be expedient to charge the wages of the 
electric light linemen to the fire alarm telegraph depart- 
ment, notwithstanding it works very nicely now, and 
helps wonderfully to make the cost of an arc light 
appear small. 

Upon investigation of one of their stations of 275 to 
300-light capacity, I find that the chief engineer 
receives $1,200 ; assistant, $1,030 ; four firemen, $2,880 ; 
six trimmers, $3,240; line tester, $720; three line- 


men, $2,520; cost of carbons, $3,800; fuel, $12,000 ; 


interest, $14,000; depreciation, 24 per cent., $8,750 ; 
oil, waste, repairs, globes, taxes, &c., $7,000 — 
making $57,190 a year expense for running 300 arc 
lamps, being $190.63 per year per lamp, and this 
makes no provision for salary of electrician, superinten- 
dent, or for armatures burned out, or any accidents or 


damages. With the linemen’s wages charged to the. 


fire alarm telegraph department, we.can reduce this 
$2,520. Now, to what other department do they charge 
a other expenses to reduce it to $73 per year per 
amp. | 

Ypsilanti, Mich., is the Mecca toward which all 


advocates of municipal ownership turn their longing 


eyes, and we are informed that the entire cost of a 
2,000 C.P. lamp is $23.61 per year, when the truth dis- 
closes the fact that Ypsilanti pays $72 per year, only 
running 18 nights a month until midnight. Wishing 
to have the views of the prominent authorities of this 
wonderfully-managed city, the following questions 
were propounded, and I give both the questions and 
answers :— 
Q. 1.—With your experience, are you in favour of 
cities doing their own lighting ?—A. No. | ag 
 Q. 2.—Why ? A.—Political preferences and frequent 
changes of management are too expensive. Incompe- 
tent engineers, linemen, and trimmers kept in place by 
a committee for political or other purposes; poor 
carbons, lack of attention generally, grounding of wires, 


breaking of globes, infringement of patents, constant — 
repairs, &c., make this system expensive and an un- 


known amount till the year expires. The wear and 
tear 1s immense, all kinds of complaints and no re- 
sponsible head is the rule. On the contract plan for 
light you pay for what you get only, and know what to 
provide for in the estimate for tax levy. _ 

Q. 3.—If your city had the work to do over again, do 
you think they would do the same ?>—A. No. 


Q. 4.—Has the municipal operation of your plant met | 


all expectations and requirements ?—A. No. 

Topeka is another place where electric lights fur- 
nished by the city are cheaper than sunlight, and the 
city jubilant over their purchase. I quote froma letter 
written by a prominent official of the City of Topeka, 
which seems to prove that their millenium has not yet 


arrived. He says: “The agreement for all night light- 


ing was $6 per light per month. We find that the cost 
of operating the plant of 184 lights for all night has 
been $11 per month. The agreement further provided 
that lights should be 2,000 candle-power ; all the tests 
we have made do not show them to be over 500 
candle-power. Our lights so far have been very un- 


. satisfactory. My own opinion of the matter is that it 


would be much cheaper in the end for the city to have 
contracted with some of our electric light companies 
here to furnish the city with its lights at so much per 
light. We would then have known at least just what 
they would have cost. As it is, we have to take our 
medicine, which is liable to be a very expensive dose. 
It is a very expensive luxury, and there are so many 
expenses coming up that we cannot foresee; there- 
fore, I say, when you take everything into considera- 
tion—interest on the investment, wear and tear on 
machinery, dynamos, &c. (the contractors are already 
building over ours, and they have not run two 
years yet)—consider well before contracting for a 
plant.” Here is the opinion of an honest official, 
who has had experience with a city, owning a plant. 

Lewiston, Maine, is another brilliant example of 
municipal ownership. They have a plant of 100 arc 
lights, which cost the city $15,000. They burn, on an 
average, 24 nights per month on moonlight schedule, 
and the Mayor says the actual running expenses are 
$4,200 per year. Add interest on cost of plant, depre- 
ciation, 5 per cent., taxes, rent of water-power, which 
the city would have received from a private company ; 
therefore it is costing the city for 106 arc lights, using 
water-power, $7,200, or $72 per lamp per year, while 
the local electric light company offered to furnish the 
same lights for $5,760, being $1,440 less than it costs 
the city to run their own lights ; and still it has been 
advertised broadcast that the cost of arc lights in 
Lewiston was only 14 cents. per night. 

I have secured reports from fifty municipal plants, 
embracing nearly all the cities and towns in the United 
States owning plants, and find that the cost of these. 
has been $1,511,225 ; that they are using 3,725 lamps ; 
12 places running all night, and 38 until midnight or 
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on the moonlight schedule ; thatthe average price paid 
for: coal is $2.34 per ton; that the actual running 
expenses have been $251,194 ; that the interest on the 
cost of these plants is $90,691 ; depreciation at 5 per 
cent. $75,576; cost of replacing armatures actually 
burned out, $12,000; taxes city would have received 
from private corporations 
the lights, $15,715—making the total expense to these 
50 cities of burning 3,725 lamps (two-thirds of them 
only until midnight) for one year $444,486, or an 
average cost of $119.24 per lamp per year. In the 
figures going to make up the cost of plants and the 


ranning expenses I have taken the statements and 


amounts as given by the city officials, but when we are 
told that the total amount paid for a complete plant of 
68 arc lamps, with engines, boilers, dynamos, &c., was 
only $1,300, and informed that the total running ex- 
penses of a plant that cost $12,000 are only $1,100, and 
in the same communication the statement is made that 
they pay their engineer and linemen $125 per month, 
making annual bill for these men’s wages of $1.500, we 
naturally long for the secret which enables them to 
settle this amount and pay for repairs, oil, coal and 
other expenses with an expenditure of only $1,100. 

_ I have statistics from 365 electric light companies 
furnishing 35.100 arc lamps for street lighting, 
three-fifths burning their lights all night, and two-fifths 
burning until midnight, or on the moonlight schedule. 
The average. cost ‘of coal is $2.76 per ton. The average 
price charged per lamp for street lights is $118 per 
year. This is the price when furnished by electric 


_ light companies, who have assumed all the risks and 


liabilities incurred in the business, and who must 
furnish first-class lights. This is the cost with lights 
burning every night without a break, as the contract 
calls for, and necessitating a rebate if lights are out, 
which would reduce the price paid by the city. 

Only one-third of the cities owning plants run them 
all night, while of street lights furnished by private 
companies three-fifths burn all night, Lamps all night 
and every night would burn 4,000 hours per lamp, 
while the moonlight schedule would only require about 
2,100 hours per lamp.- The cost to companies, of course, 
is much more for all night lights than it is until mid- 
night, and had lights run by municipal plants been 
burned the same length of time as lamps furnished by 


_ private corporations the average cost would have been 


still more, as lights must have burned about twice as 
many hours. | | 

It will be noticed that the average cost of coal used 
by municipal plants was $2.34 per ton, owing to the 
fact that the majority were located near the mines or 
places where coal was cheap, and the average as shown 
for electric light companies is $2.76 per ton, owing to 
the fact that coal was transported long distances, at 
high rates of freight. Even with this factor against 


them, it shows conclusively that private corporations 


are furnishing cities with lights for,less money than 
they can themselves produce them while owning the 
plant. This, too, with the expense of operating city 
plants figured as given by the various cities, which 
their own report shows is incorrect, and less than 
actually paid. | 
{t is well known that if a private corporation is 
furnishing municipal lights, when they are out for a 
short time or are not up to standard, a rebate has to be 
made, amounting in the aggregate to many thousands 
of dollars ; but you will never see this item deducted 
when advocates of municipal control are quoting the 
cost of lights. Neither do they allowthe fact of the 
city’s liability for damages and accidents to be deve- 
loped. If the municipality own the plant they assume 
these chances, and here is .a feature of responsibility 
which in most States rests upon the individual as well 
as the city. The property of any citizen can be held 


| for an execution against the town for injuries caused 


by a municipal plant, no matter if it amounts to 
thousands of dollars, and thus he might be deprived of 
his most valuable personal rights and liberties. If 
electric light companies furnish the lights, they must 
meet such claims and protect the city from loss, and 


if they had furnished | 


the court records show that electric light companies 
have paid heavy damages on this account. | 

In the reports received from city officials regarding 
the cost and operation of. their lights, one says : “ No 


expenses charged to lighting account.” -Again: 


‘“ Lights are not started for an hour after dark.” Many 
say : “ Whenever a thunderstorm approaches, lights are 
shut down and city left in darkness.” Another says : 


‘“ Have not had lights for past two weeks, owing to 


some trouble at station ;” while many report wages of 


employés charged to water department, and others that 
_ no account of lighting expenses is kept. Here wehave — 


the basis upon which reports are made that the cost to 
cities owning plants is so much less than it is when 
private corporations furnish them, simply deceiving the 
taxpayers by charging part of the cost to other depart- 
ments, while raising a hue-and-cry about the extortion 
of electric light companies. | ie 
No sane or fair-minded man will, with the corruption 
and fraud practised by politicians at the present day, 
attempt to prove that it is for the best interest of the 
taxpayer to place faith in the honest or conservative 
management ofany enterprise which can be manipulated 
in the political arena for the advancement of the men in 
power. The histories of New York, Philadelphia and 
many other cities are samples of. such methods and 
their purifying effects upon politics. Hypothesis and 
theory may do on paper, but actual results obtained by 
practical application and experience are the only reli- 
able data upon which to base any statement relating to 
the cost of street lighting. In every case these have 
shown, where all the facts are given, that it has been 
for the best interest of the citizens and taxpayers to 
contract with an electric light company for lighting the 
streets of any city. | | 
Many cities have found by actual experience, after 
spending a large amount of money, that this is a fact. 


The City of Greenville, S.C., has sold out its municipal 


electric lighting station, the purchasers agreeing to 
relieve the city of all pending liabilities in connection 
with the light plant. The city has agreed to pay $100 
per year per lamp for not less than 40; the agreement 
to run for 15 years. Negotiations are pending in 
several other cities for a sale of their plants to the local 
or private electric lighting company, as they have 


found that it was impossible to produce the light, when 
managed by politicians with no interest in the business, 


as cheaply as could be done by a private corporation 
whose managers were financially interested in its 
success. | 
There is another feature of this business that it is 
well to consider. Under the authority and sanction of 
the Legislatures of the States, private capital amounting 
to millions of dollars has been invested in the enter- 
prise of electric lighting. The benefit that munici- 
palities have received from this capital is enormous, 
and it is a question whether the private capital thus 
locally invested under the sanction of the State can be 
jeopardised and endangered by the action of munici- 
palities,:who are subject to and under the control of the 
State In England this matter is fully settled, and no 
municipality can operate its own plant, if by so doing 
it will interfere with any local or private company 
authorised by Parliament. 
. Judging the future by the past, with the mighty 
strides that have been made in electrical inventions, 
two years from now the entire apparatus at present 
owned by municipalities may be consigned to the scrap 
pile, and necessitate a new outfit costing thousands of 
dollars. What is to be done in this case? Levy 
another tax or issue more bonds, and thus load the city 
with more debts. Electric light companies have already 
had this experience, and I can cite a case where the 
company paid $4,500 for their dynamos, and, after a 
little over two years, could only realise $300 from those 
same machines. Why is this? Simply that improved 
plans and apparatus have been discovered which 
reduces the cost of producing electricity, and unless 
companies can control these new patents they will be 
stranded in the race of invention. | 
Consider, then, for one moment the effect upon the 
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. business world if to-day it were possible to blot ‘out 


electricity and electric lights, with all their conveni- 
ences, comforts and luxuries ; to stop the progress and 
development of this wonderful science, and: shroud 
America in a gloom that coald only be expressed by 
Byron when he “had a dream which was not all a 
dream,” and | 
“The bright sun was extinguished, 
And came and came—and brought no day, 
And all hearts were chilled into a selfish prayer for light. — 
‘The rivers, lakes and ocean all stood still, . 


_ And the clouds perished. Darkness had no need 
Of aid from them—she was the Universe.” 7 


THE RELATIVE COST OF GAS AND ELEC- 
TRICITY IN COTTON MILLS. 


WHEN it is attempted to draw comparisons between 


gas and electricity and their relative cost, it is not 


unusual to estimate the former by simply referring to 
the actual cost of the gas consumed as registered by the 


meter, whilst the cost of an electric light is obtained 


after every ible charge has been put down to its 
account. Such a result not infrequently places the 
electric light at a serious disadvantage from the 
economical point of view. 
But an estimate of this character is far too one-sided 
to give a true statement of the case. Those who are 


interested in the electrical industry do not object in 


the least to have the electric light properly debited 


_ with all the incidental and necessary items, but they 


do naturally object that, on the gas side, all the inci- 
dental items, save that of actual consumption, should 
be omitted. Neither is it fair altogether to omit from 
these calculations the relative benefits, or otherwise, 
derived from the use of the two illuminants. — 

As we have remarked, an electric light installation is 
debited with all its charges to the capital account, and 
in its maintenance not only is the depreciation of the 
plant considered, but every item due to repairs, wages, 
&c., is fully considered and provided for. — 

On the gas side, however, no such items are usually 
taken into account ; but, dealing with the gag question 
in a large mill or manufactory, there are a. number of 
expenses necessarily entailed, which should certainly 
be taken into account when a perfectly true and reliable 
comparison is desired. - For instance, the installation of a 


gas plant of 1,000 or more -lights-into a large mill 


entails the expenditure of a considerable amount of 
capital, although it is known that a gas plant can be 
put in at the present time for a very small sum. 
There are, however, many mills where the: capital 
expended upon the gas installation has cost 20s. 
per light, whilst at the present time they can be 
installed for as low as 5s. or 6s. per jet. Still, this 
requires some capital, and, necessarily, should be 
subject to some charge for depreciation. The lighting 
up of a large mill, and the extinguishing of these 
lights requires a considerable amount of labour and 
time. The value of wages taken up per annum in 
this alone is a serious item, but it does not count. It 
will be found that where there are a large number of 
lights in use there is almost always a “gasman” 
employed in looking after the fittings, and keeping 
everything in proper repair; but his wages are not 
counted, nor are the various items which usually come 
under the head of repairs, for it is impossible to con- 
ceive that gas-pipes and fixtures are never out of order. 

When the relative charges are properly considered, a 
more reliable estimate can therefore be obtained ; but 
there are circumstances which prevent such a com- 
parison from being made ; this is owing to the fact that 
it is very rare for the cost of the maintenance of an 
electric light installation to be kept. We are aware, 
however, of several cases where this has been done, and 
we have had the following statement presented to us 
for publication, which gives the information in a com- 
parative form, prepared by the proprietors of some very 
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mentioned. 


large mills in the neighbourhood of Manchester. Thege 
results give the relative cost of gas and electricity for a 
period of six years, taken from the actual working 


experience of one of the company’s mills at Mosesgate, 


near Bolton. The statement is given exactly as handed 


HORROCKS, CREWDSON & Co., LIMITED, BOLTON. 
Gas v. Electricity at Mosesgate. 


Six Years To December Slat, 1889. 


826 gas lights, cost for piping, metér, &c. ... 5 2 


reciation at 5 per cent. per annum—6 years= . : 
3 12s. 11d. ; or, per annum eee _ 000 eee ès 6 
Average gas account, per annum ww 217 11 3 
826/229 16 .9 
‘Cost of gas per light perannum =... O0 6 64 
Electric installation (263 lamps) cost, including gear- 


Depreciation at 74 per cent. per annum, Gyears ... 153 10 1 
Renewal of lamps, repairs, &c. —... 
Power estimated at 30 I.H.P. at £5 = £150. 


Depreciation on £150 for 6 years, at 5 per cent. per 


‘annum ... eee … 8914 4 
Coal at 3°7 lb. per I.H.P. per hour (275 hours per TA 

_ann.), for six years at 6s. per ton … «=. .. 22 2 0 

| 6/316 17 9 

Cost per annum an 263/ 62 16 34 

Cost per lamp per annum ... 4, OF 


Cost per light per annum—Gas, 53. 64d. — Electricity, 4s. OH. 


Gas costs 38:34 per cent. more per light, and (as one electric 


per cent more per loom. 


light displaces two gas lights in weaving shed), gas costs 176°68 


It will.be observed that, in the foregoing statement, 


the gas account is simply debited with the average. gas 


consumption and a depreciation charge of 5 penr‘eput, 


upon the original cost, nothing being. allowed for, 


repairs and such other charges as we have. previously: 


The account for the electric installation of 263 lights 


‘includes dynamos and everything that is necessary to 
_ a complete plant. The work in this case was satis- 


factorily done by the Manchester Edison-Swan Com- 
pany, Limited, and it is gratifying to notice here that, 
throughout the six years, the working has been of 
a satisfactory character. The charge for depre- 
ciation is 74 per cent., or one-half more than in the 
case of gas. The power of the steam engine is esti- 
mated at 30 I.H.P., that being the proportion of the 
main engine of the mill, utilised for,the purpose of 
driving the dynamo. Tests subsequently made showed 


. that the actual I.H.P. utilised was only 27 H.P., and at 


this figure the coal consumption has been calculated. 
The item for repairs, &c., includes the cost of oil and 
sundries, besides lamp renewals. It will therefore be 
seen that full charges have been debited to the electric 
light account. It may probably be remarked that no 
charge has been made on account of wages, but as the 
engineer in charge of the engines has done this small 
amount of work as part of his ordinary duty, no charge 
has been made, for no extra expense has been incurred. 

Under these circumstances, the electric light shows a 


very distinct economy over gas, and it must be acknowl- 


edged that, in the case of a weaving shed, the result 
is very remarkable. 

The present is a case where the mill engines have 
had their surplus power utilised in favour of the elec- 
tric light installation, a case by no means unusual, and 
one which would undoubtedly be more frequently 
adopted if mill-owners were,more alive to this fact, In 
a very large number of instances, the power required 
for the electric light Las been in excess of that which 
could possibly be obtained from the mill engine, and 
an independent engine has been provided; and in 
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tothét instaneés it has been considered advisablé to have 
‘the ‘power for the electric light’ quite: ndent,::In 
‘these ‘ciréumistances, again, an economy in’ the nse ‘of 
the electric light bas been proved, and'inia succeeding 
indmber’ vel propose to give some:détails of the: cost'of 
working, with the additional charge of independent 


jae ON THE ACTION OF ELEC- 
TRICITY UPON CERTAIN GASES; 


THE researches ‘of’ Berthelot into the action of: electric 


distharges upon gaseous bodies ‘have come to be re- 


garded as classical by physicists. His results have 
been accumulated by a patient investigation which it 


-would-well become our younger scientists to emulate. © 
‘Unfortunately, for the cause of true ‘science, the ten- 


‘dency of the times is, in many matters of great impor- 
tance, becoming. characterised by a certain degree of 
-hurry which, if persisted in, will be fatal to many a 
patie) and, “what is, worse, to many a question of 
Atific interest and ‘practical usefulness. | 

, FL ng ago Berthelot began the systematic study of the 
action of electricity upon gases and vapours. One. of 
these ‘was carbonic oxide [CO]. This gas has been 
known for more ithän a hundred years, baving first 
Been obtained ‘by Lasonne in 1776. Priestly” was 
‘familiar with it but by some strange. delusion he sup- 
:posed that:.it was the gas which. .we now know as 
‘hydrogen. Carbonic oxide can be made in many ways, 
‘thost ‘of which. are. strietly chemical in character. 

hide Lich -other,, methods. that of Buff and Hofmann 

Liebig's Annalen der Chemie, vol. 113, p. 140) is 

Se iriterest to eleetricians.. They produced it by passing 
Gf electric sparks through carbonic acid gas, 

2e 

Carbonic oxide when pure isa slightly odorous 
“Without: ‘taste oF colour, it will burn tind it is extroniely ly 
‘poisonous. 

There! are paw compound gases bot are by 
‘the ‘decomposing ' action of the ‘electric spark.  Car- 
bonic oxide is a typical instance of this ; electric Sparks, 
according to Berthelot, cause a partial decomposition 


carbonic anhydride (€O,), and if the CO; be removed 


Hy‘ absorption’ the ‘change. proceeds (vide Annales de 
‘Chimie et de Physique, Series 5, Vol. XXX. p. 547). 
“Dixon, writing’ in the Journal of the Chémisal 
‘Vol, XLIX., 103; etôtés that. sparks from a 
Leyden jar will decompose: ‘carbonic oxide, but 
that’ only ‘about - half. per. cent. of the ‘total gas is 
decomposed ‘by this form -of electricity.” Tis 


_‘scientist “has” also investigated the: action ‘of eléc- 


tricity upon’: a mixture of “carbonic ‘oxide and 
‘oxygen. : He finds that such a mixture is burnt to 
‘carbonic anhydride by the applieation of an electric 
‘spark, just as it ‘is by the application of flame. If, 
“however, ‘both ‘gases are perfectly dry, no chemical 
nge occurs when thé spark is passed. A mere trace 
‘of steam present is sufficient to render the mixture ex- 
‘plosive. If only ‘a very small quantity of- steam is 
‘present, the change takes place. very slowly. under the 
‘action of electricity ; but when the amount of steam is 
iñcréased; the: rapidity of the explosion is increased 
‘proportionately. Tt appears that the steam acts as a 
carrier of oxygen to the‘carbonic oxide : it is probably 
‘éduced to: hydrogen, dnd'this is-thén oxidised. again. 
Dixon’s work may be: read in the. Zünsactions of the 
‘Royal ‘Society for 1884, p. 617. Buff and Hofmann 
thought that a dry mixture of earbonic oxide and 
‘oxygen would ‘not éxplode, but L. Meyer's experiments 
séèm to prove that such a mixture can be exploded if 
the operator will use‘a: Sufficiently' strong spark ; the 
temperature is thus made'very high. Other conditions, 
rh} appéar to ‘be necessary. ‘The gases must be 
ünder coñsiderable pressure: ‘the tore dilute’ the 
äseoûs mixture is; the wore it is to explode 
Vol: SAX, p.1,099):. | 


Wheh «spatks from an iiduction coil are ‘passed ‘into- 


“a-mixtnte of:carbonic oxidé and steam, the cotistitüents 
‘are “dissociated : and «recombined, thé result being car- 
ibonié anhydride, little: formic acid, ‘and sometimes 
“fteb:carbon.: ‘This observation is also due to Dixon.‘ 

: thas, further; been. shown that if hydrogen‘and 
oxygen, the constituents of steam, be added to carbonic 
gr the. mixture will explode on the application of 

n, electric spark, and carbonic anhydride. and water 
will l be formed.. The ratio of these products to each 
other depends, curiously enough, upon the shape of the 
vessel, and on the pressure up to a certain limit, which 
may be called the “critical pressure” : above this limit 
the ratio is independent of the shape of the vessel. It 


. would be interesting to trace the causes of this very 


eurious result. 

- Returning now to tha researches of. Berthelot.’ ‘In 
the Bulletin de la Sucietée Chimique de Paris, series (2), 
Vol. XXI., p. 102, is a paper in which he asserts that 
carbonic oxide is decomposed by the silent electric 


_ discharge being converted into carbonic anhydride by 


a brown substance to which he ‘assigned the formula 


‘CO; 0, : Brodie, however, argued at the’ time that the 


composition was best expressed by the formnla 0, O,. 

_ Now, according to the ‘more recent ‘researches of 
‘P. Schut zenberger, the composition of the dark brown 
‘product is variablé, and, ‘further, the condensation of 
‘the carbonic oxide ceases as soon as the a contains 10 


‘Berthelot the open end dipping ‘mercury, 
‘whilst the armatures were acidified water. 

‘Under these conditions the rate of condensation varied 
considerably, but was practically constant for the same 
‘tube used in the same. way. ‘The solid prose had me 


| | | ee ©1000. ! 
{When the of acidified water were 


‘by mercury condensation was’much slower, and ‘the 
black had the: ‘composition : _ 


464 


1000 


ATE the were surrounded by Bik 
‘taining dry air, and every précaution taken to exclude 


moisture, very little condensation fook place, even When 


the discharge was continued for 48 hours. :It follows 
‘thatthe presence of small quantities of water is essential to 
the formation of the black product, and Schutzenberger 
considers that the electric discharge carries oxygen and 
water through the: glass, and that there is also some 
‘evidence of a transport of matter in the opposite direc- 
‘tion, since the total quantity of carbon in the condensed 
‘product and the carbonic anhydride was less than that 


‘in the carbonic oxide which disappeared. 


Berthelot, in a still more recent céhtribation to the 
“proceedings of the same learned body, states that con- 
densation of carbonic oxide under the influence of the 
‘silent electric discharge takes place even when the gas 
-is separated from ‘water by the‘ walls of two tubes,’ and 
‘by an intervening air space, the gas and the' apparatus 
‘having been very cârefully dried: : 

ÎThe condensation arid the composition of the: re- 
siduat gas show that the solid matter has the composi- 
‘tion :C, -0;,: which ‘confirms his éarlier ‘experiments 
destribed: in thé Bulletin de la ‘Société Ohimique de 
Paris, Series 2, Vol. XXI., p. 102, and in the Annales 
de Chimie et de Phi ysique, Series 5, Vol. XVIT.,-p. 142. 

Berthelot is also at ‘variance with Schutzenburger 
With regard to'the question of the electric discharge 
tausing the passage of water through the glass. “He 
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considers that there is no scientific evidence of it, and 
that Schutzenburger is only hazarding an opinion. 
Schutzenburger, however, has rejoined that in some 
experiments described in the Comptes Rendus, Vol. CX., 
p. 681, evidence: is. there given which fully bears out 
his views. There is, however, reason to believe that 
the presence of the moisture is to be accounted for by 
the extreme difficulty: of perfectly drying either glass 


or mercury. 


But there is room for. independent effort on other 
lines of research, for evidently the.whole truth con- 


cerning the action of the silent electric discharge upon 


carbonic oxide has not yet been revealed.  —=s_—jv. : 
Quite recently the condensation of benzene. and 


acetylene, under the influence of the silent discharge, 


has been placed under investigation by Schutzen- 


Benzene, C, H,, is a hydrocarbon which has not yet - 


been prepared by electrical methods. In its normal 
state, at ordinary temperature and pressure, it is a colour- 
less, mobile, strongly refracting: liquid, which will 
burn with a luminous flame. It is usually prepared 
from coal tar by distillation, fractionation and rectifica- 
tion, according to methods which have been developed 
by Faraday; Hofmann and Mansfield. 

Although it has hitherto been found impossible to 
prepare benzene by the action of electricity, it is sus- 
ceptible to change under its influence. If induction 
sparks be passed through liquid benzene, a gaseous 
inixture is formed ‘which: contaius 42 per cent..of ace- 


tylene and 57 ‘per cent. Of hydrogen. This fact was 
observed by . Destrem (vide Bulletin de la Sociélé 


Chimique de Paris, Series 2, Vol. XLII,, p. 267). | 
. Acetylene, on the other hand, can be produced by 
electricity acting upon the elements carbon and hydro- 
gen, of which it is constituted. Acetylene, called, also, 
ethine.and ethinene, is au ill-smelling gas which occurs 
normally in coal. gas. It is generated by the incom- 
plete combustion of ‘hydrocarbons, Its ‘characteristic 


odour may be observed. when a Bansen-lamp flam 


“ strikes down ” and burns within the chimney, 

Berthelot prepared acetylene synthetically by passing 
hydrogen over charcoal, heated to whiteness, in the 
électric arc (vide Comptes Rendus, Vol. LIV., p. 640). : 

Dewar obtained the same gas when hydrogen’ was 
passed through holes drilled through the centre of 
carbon points at the same time as these points were dis- 
charging powerful sparks (vide Proceedings of the 
Royal Society, Vol. XXIX., 1880), a 

Acetylene can also be made by another method, 
devised by Berthelot, which consists in exposing marsh, 
or coal gas, to the sparks of a powerful induction coil 


(vide Comptes Rendus, LIV., p. 515). The vapours. of . 


many organic compounds, e.g., alcohol, ether, acetene, 
ethylene, benzene, &c., likewise yield acetylene, when 


induction sparks are passed through them.. This was 


discovered by De Wilde. Berthelot has also obtained 
it by the electrolysis of a solution of potassium 
aconitate or succinate. To prepare acetylene in large 
quantity, however, it would be best to resort to purely 
chemical methods. | 

The study of the action of the silent discharge upon 
acetylene and benzene was conducted by Schutzen- 
berger as follows: 


The tubes containing the substances to be experi- 


mented upon were hermetically sealed, and thus the 
contents were cut off from any possible absorption of 
moisture from theair. It was found that after the dis- 
charge had been continued for five or six hours, the 
inner tube was very liable to break, a result due to the 
fact that the prolonged action of the discharge makes 
the glass brittle. If the tubes are quite vacuous 
fracture takes place after a very few minutes. | 
Under the influence of the silent discharge, benzene 
vapour gradually condenses to a pale yellow, resinous, 
transparent solid, the liquid benzene gradually dis- 
appearing. The product contains . Norte 
| 85°9 to 91:63 per cent. — 
TL: 9 7:81 . 


Carbon : '… 
Hydrogen 
Oxygen … ove 


‘The ‘composition of -the. pradnct. depends 


wart it is formed on the inner tube or the outer 

Inner; tube 90°54... 730. 

The results agree with those obtained with acetylene, 
which gives a product containing 2 to 5 per cent: of 

Schutzenberger also adduces what he considers 
further evidences of his theory, that the action of the 
silent electric discharge affects the glass so that. it 
becomes permeable to water. 
. It is only by carefully studying the chemical and 
physical properties of substances that we can form any 
true conception of the nature of these bodies ;. possibly 
the same principle may hold with regard to the various 
phases of electricity, and hence by studying closely their 
chemical effects upon well-known bodies ag ‘well’ as 
their own purely physical characteristics, we may in 
time arrive at a more lucid conception of these also. 
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Historical Introduction—Generalities about Forms and Uses ‘of 
Eléctro-magnets—The Magnetic Properties of Iron. 


J 


pu 
which I stand, on May 23rd, 1825, by William 


paper is to be found, in the forty-third volume of $h 


w greatly. the ‘progress 
of. electro-magnetic science has been impeded and retardedcby the 


now know that for all purposes, save only those whose value lies 
in the domain of abstract mathematics, the doctrine of the two 
magnetic fluids is false and misleading. We know that magnetism, 
so far from residing on the end or surface of the magnet,‘Is a pro- 


"“# Cantor Lecture. Delivered before .the Society. of.;Art. 
January 20th, 1890. | Dr 


| 
| | 
4 
. @ . LECTURE I. : 
| 
Amonest the great inventions which have .originated ;;in.. the 
lecture room in which we are met, are two of speciak interest: to 
electricians—the application of ‘gutta-percha to the purpose.of 
| submarine telegraph cables, and the: electro-magnet..,Thislatter . 
actions Of the Society OI Arts. Inv we may right- | 
fully claim the very: highest: place. Electrical; engineering;.the 
latest: and: most vigorous offshoot::of applied seience;.. | 
mafiy branches. The dynamo for generating electric currents, the 
motor for transforming their energy back into werk, the arc lamp, 
the electric. bell, the telephone, the racent .electro-magnetic 
machinery for coal. mining, for the separation of ore, and many 
other electro-mechanical contrivances, come within the. purview.of 
the electrical engineer. In every one of. these, and in .many.more 
of the useful ‘applications of electricity, the central organ. is an 
electro-magnet. . By means of this simple and familiar contrivance; 
an iroh core surrounded by a copper wire coil—mechanical actions 
, are produced at will, at a distance, under control, by the agency 
of electric currents. These mechanical actions are known to:vary 
with the niass, form, and quality of the iron core, the quantity 
and disposition of the copper wire: wound upon it, the, quantity: of 
the electric current circulating around it, the form, quality, and 
distance of the iron armature upon which it acts. But the laws | 
which govern the mechanical action. in relation to these various 
} matters ate by no means well known, and, indeed, several of them | 
have long been a matter of dispute. Gradually, however, thaf 
which has been vague and indeterminate becomes clear and pre- 
cise. The laws of the steady circulation of electric, currents,.aÿ 
one time altogether obscure, were cleared up by the discovery, of 
the famous law of Ohm. Their extension: to the case of -rapidly 
interrupted currents, such as are used in telegraphic working, was 
discovered by Helmholtz; whilst to Maxwell is due their further | 
extension to alternating, or, as they are sometimes’ called, undu- 
latory currents. All this was purely electric work. Batithe law | 
| of the electro-magnet was stili undiscovered; the: magnetie part 
of the problem was still buried in obscurity... The only exact 
reasoning about magnetism dealt with problems of another. kind; | 
it was couched in language of a misleading character; for the 
practical problems connected with the electro-magnet it was worse 
than‘ useless. The doctrine of two magnetic fluids distributed 
over the end surfaces of magnets, which under the sanction of the 
great names of Coulomb, of Poisson, and of Laplace, had unfor- 
tunately become recognised as an accepted part .of ‘science, | 
weight of these great names it is impossible now to gauge. We 
| 
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perty resident throughout the mass; that the internal not the 
external magnetisation is the important fact to be considered ; 
that the so-called free magnetism on the surface is, as it were, an 
accidental phenomenon ; that the et is really most highly 
magnetised at those parts where there is least surface magnetisa- 
tion ; finally, that the doctrine of surface distribution of fluids is 
absolutely incompetent to afford a basis of calculation such as is 
required by the electrical engineer. He requires rules to enable 
him not only to predict the lifting power of a given electro-magnet, 
but also to guide him in designing and constructing electro- 
magnets of special forms suitable for the various cases that 
arise in his practice. He wants in one place a strong 
electro-magnet to hold on to its armature like a limpet to 
its native rock; in another case he desires a magnet 
having a very long range of attraction, and wants a rule 
to guide him to the best design ; in another he wants a special 
form having the most rapid action attainable ; in yet another he 
must sacrifice everything else to attain maximum action with 
minimum weight. Toward the solution of such practical pro- 
blems as these the old theory of magnetism offered not the 
slightest aid. Its array of mathematical symbols was a mockery. 


It was as though an engineer asking for rules to enable him to 


ign the cylinder and piston of an engine were confronted with 
receipts how to estimate the cost of painting it. 
Gradually, however, new light dawned. It became customary, 


_ in ‘spite of the mathematicians, to regard the magnetism of a 


net as sees that traverses or circulates round a definite 
path, flowing more freely through such substances as iron, than 
through other relatively, non-magnetic mdterials. Analogies 
between the flow of electricity in an electrically-conducting cir- 
cuit, and the passage of magnetic lines of force through circuits 
possessing magnetic conductivity, forced themselves upon the 
minds of experimenters, and compelled a mode of thought quite 
other than the previously accepted.. So far back as 1821, 
Cumming* experimented on magnetic conductivity. The idea of 
a magnetic circuit was more or less familiar to Ritchie,t Sturgeon, 
Dove,§ Dub,|| and De La Rive,§ the last-named of whom ex- 


' plicitly uses the phrase, “a closed magnetic circuit.” Joule** 


found the maximum power of an electro-magnet to be proportional 


. to “the least sectional area of the entire magnetic circuit,” apd 


he considered the resistance to induction as proportional to the 
length of the magnetic circuit. Indeed, there are to be found 
scattered in Joule’s writings on the subject of magnetism, 
some five or six sentences, which, if collected together, con- 
stitute a full statement of the whole matter. Faraday,tt 
considered : that he had proved that each _demagnetic 
line of force constitutes :a closed curve; that the path of 
these closed curves depended on the magnetic conductivity of the 
masses re exes in proximity ; that the lines of magnetic force 
were strictly analogous to the lines of electric flow in an electric 
circuit. He spoke of a magnet surrounded by air being like unto 
a voltaic battery immersed in water or other electrolyte. He even 
saw the existence of a power, analogous to that of electromotive 
force in electric circuits, though the name, “magnetomotive 
force,” is of more recent origin. The notion of magnetic con- 
ductivity is to be found in Maxwell’s great treatise (vol. ii., p. 51), 
butis only briefly mentioned. Rowland, ft in 1873, expressly adopted 
the reasoning and language of Faraday’s method in the workin 
out of some new results on magnetic permeability, and poin 
out that the flow of magnetic lines of force through a bar could be 
‘subjected to exact calculation ; the elementary law, he says, “is 
similar to the law of Ohm.” According to Rowland, the “ mag- 
netising force of helix” was to be divided by the “resistance to 
the:lines of force,” a calculation for magnetic circuits which every 
electrician will recognise as precisely as Ohm’s law for electric 
circuits. He applied the calculations to determine the perme- 
ability of certain specimens of iron, steel, and nickel. In 1882,§§ 
and again in 1883, Mr. KR. H. M. Bosanquet |||| brought out at 
greater length a similar argument, employing the extremely apt 
term, “ Magnetomotive Force,” to connote the force tending to 


drive the magnetic lines of induction thrbugh the “magnetic © 


resistance,” or, as it will be frequently called in these lectures, the 
magnetic ‘‘ reluctance ” of the circuit. In these papers the calcu- 
lations are reduced to a system, and deal not only with the specific 
properties of iron, but with problems arising out of the shape of 


* « Camb. Phil, Trans.,” April 2nd, 1821. 

+ “ Phil. Mag.,” series iii., vol. iii., p. 122. 

t Ann. of ‘Blectr..” xii., p. 217. 

§ “ Pogg. Ann.,” xxix., p. 462, 1833. See also “Pogg. Ann.,”’ 
xliii., p. 517, 1838. | 3 

| “ Dub. Elektromagnetismus” (ed. 1861), p. 401; and “ Pogg. 
Aun.,” xc., p. 440, 1853. : 2 

4 De La Rive. “ Treatise on Electricity’ (Walker’s transla- 
tion), vol. i., p. 292. 

' #** « Ann, of Electr.,”’ iv.,59, 1839 ; v., 195, 1841 ; and “ Scientific 
Papers,” pp. 8, 34, 35, 36. | 

tt ‘“ Experimental Researches,” vol. iii., art. 3117, 3228, 3230, 
3260, 3271, 3276, 3294, and 3361. 

f “ Phil. Mag.,” series iv., vol. xlvi., August, 1873, ‘ On à 
netic Permeability and the Maximum of Magnetism of Iron, Steel, 
and Nickel.” 

§§ “ Proc. Royal Soc., xxxiv., p. 445, December, 1882. 

\|\| “ Phil. Mag.” series v., vol. xv., p. 205, March, 1883. “On 
Magneto-Motive Force.” ‘ Alzo ib., vol. xix., February, 1885, and 
“Proc. Roy. Soc.” No. 223, 1883. See also Electrician, xiv., p. 
291, February 14th, 1885. 


the iron. Bosanquet shows how to calculate the several resist- 
ances (or reluctances) of the separate parts of the circuit, and then 
add them together to obtain the total resistance (or reluctance) of 
the magnetic circuit. 

Prior to this, however, the principle of the magnetic circuit had 
been seized upon by Lord Elphinstone and Mr. Vincent, who 
proposed to apply it in the construction of the dynamo-electric 
machines. On two occasions* they communicated to the Royal 
Society the results of experiments to show that the same exciting 
current would evoke a larger amount of magnetism in a given iron 
structure, if that iron structure formed a closed magnetic circuit, 
than if it were otherwise disposed. 

' In recent years the notion of the magnetic circuit has been 
vigorously taken up by the designers of dynamo machines, who, 
indeed, base the calculation of their designs upon this all-important 
principle. Having this, they need no laws of inverse squares of 
distances, no magnetic moments, none of the elaborate expressions 
for surface distribution of magnetism, none of the ancient parapher- 
nalia of the last century. The simple law of the magnetic circuit, 
and a knowledge of the properties of iron, are practically all they 
need. About four years ago, much was done by Mr. Gisbert Kappt 
and by Drs. J. and E. Hopkinson{ in the application of these con- 
siderations to the design of dynamo machines, which previously 
had been a matter of empirical practice. To this end the 
formule of Prof. Forbes§ for calculating magnetic leakage, and 
the researches of Profs. Ayrton and Perry|| on magnetic shunts, 
contributed a not unimportant share. As the result of the 
advances made at that time, the subject of dynamo design was 
reduced to an exact science. | 

It is the aim and object of the present course or lectures to 
show how the same considerations which have been applied with 
such great success to the subject of the design of dynamo electric 
machines may be applied to the study of the electro-magnet. The 
theory And practice of the design and construction of electro- 
magnets will thus be placed, once for all, upon a rational basis. 
Definite rules will be laid down for the guidance of the con- 
structor, directing him as to the proper dimensions and form of 
igon to be chosen, and as to the proper size and amount of copper 
wire to be wound upon it in order to produce any desired result. 

First, however, a historical account of the invention will be 


_ given, followed by a number of general considerations respecting 


the uses and forms of electro-magnets. These will be followed by 
a discussion of the magnetic properties of iron and steel and other 


_ materials ; some account being. added of the methods used for 


determining the magnetic permeability of various brands of iron 
at different degrees of saturation. Tabular information is given 
as to the results found by different observers. In connection with 
the magnetic properties of iron the phenomenon of magnetic hys- 
teresis is also described and discussed. The principle of the mag- 
netic circuit is then discussed with numerical examples, and a 
number of experimental data respecting the performance of 
electro-magnets are adduced, in particular those bearing upon the 
tractive power of electro-magnets. The law of traction between 
an electro-magnet and its armature is then laid down, followed 
by the rules for pre-determining the iron cores and copper coils 
required to give any prescribed tractive force. 

Then comes the extension of the calculation of-the magnetic 
circuit to those cases where there is an air gap between the poles 
of the magnet and the armature ; and where, in consequence, there 


is leakage of the magnetic lines from pole to pole. The rules for : 


calculating the winding of the copper coils are stated, and the 
limiting relation between the magnetising power of the coil and 
the heating effect of the current in it is explained. After this 
comes a detailed discussion of the special varieties of form that 
must be given to electro-magnets in order to adapt them to special 
services. Those which are designed for maximum traction, for 
quickest action, for longest range, for greatest economy when used 
in continuous daily service, for working in series with constant 
current, for use in parallel at constant pressure, and those for use 
with alternate currents, are separately considered. 
‘Lastly, some account is given of the various forms of electro- 
magnet mechanism which have arisen in connection with the in- 
vention of the electro-magnet. The plunger and coil is specially 


considered as constituting a species of electro-magnet adapted for — 


a long range of motion. Modes of mechanically securing long 
range for electro-magnets, and of equalising their pull over the 


range of motion of the armature, are also described. The . 


ogies between sundry electro-mechanical movements, and the 
corresponding pieces of ordinary mechanism are traced out. The 
course is concluded by a consideration of the various modes of pre- 
venting or minimising the sparks which occur in the circuits in 
which electro-magnets are used. 


HisToRICAL SKETCH. 


The effect which an electric current, flowing in a wire, can 
exercise upon a neighbouring compass needle was discovered by 


* <* Proc. Roy. Soc.,” xxix., p. 292, 1879, and xxx., p. 287, 1880. 
See ELEecTRICAL REVIEW, viii., p. 134, 1880. 
. + The Electrician, vols. xiv., xv., and xvi., 1885-6; also ‘‘ Proc. 
Inst. Civil Engineers,” lxxxiii., 1885-6 ; and “ Journ. Soc. Telegr. 
Engineers,” xv., 524, 1886. 

t “Phil. Trans.” 1886, pt. i, p. 331; and The Electrician 
xviii., pp. 39, 63, 86, 1886. 

.§ “Journ. Soc. Telegr. Engineers,” xv., 555, 1886. 

| “ Journ. Soc. Telegr. Engineers,” xv., 530, 1886. 
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Oersted in 1820.* This first announcement of the possession of | 


magnetic properties by an electric current was followed speedil 

by the researches of Ampère,t Arago,f Davy,§ and by the devices 
of several other experimenters, including De la Rives | floating 
battery and coil, Schweigger’s { multiplier, Cumming’s** galvano- 
meter, Faraday’stt apparatus for rotation of a permanent magnet, 
Marsh’sf{ vibrating pendulum, and Barlow’s§§ rotating star-wheel. 
But it was not until 1825 that the electro-magnet was invented. 
Davy had, indeed, in 1821, surrounded with temporary coils of wire 
the steel needles upon which he was experimenting, and had 
shown that the flow of electricity around the coil could confer 
magnetic power upon the steel needles. But from this experiment 
it was a grand step forward to the discovery that a core of soft 
iron, surrounded by its own appropriate coil of copper, could be 


made to act not only as a powerful magnet, but as a magnet whose 
power could be turned on or off at will, could be augmented to - 


any desired degree, and could be set into action and controlled 
from a practically unlimited distance. 

Theelectro-magnet, in the form which can first claim recognition 
for these qualities, was devised by William Sturgeon,|||| and is de- 
scribed by him in the paper which he contributed ‘to the pro- 
ceedings of the Society of Arts in 1825, accompanying a set of 


improved apparatus for electro-magnetic experiments. The 


Fia. 2. 


STURGEON’Ss First ELECTRO-MAGNET. 


Fic. 1. 


Society of Arts rewarded Sturgeon’s labours by awarding him 
the silver medal of the Society and a premium of thirty guineas. 
Amongst this set of apparatus are two electro-magnets, one of 


‘* See Thomson’s “ Annals of Philosophy,” Oct., 1820. 
+ “ Ann. de Chim. et de Physique,” xv., 59 and 170, 1820. 
+ Ib., xv., 93, 1820. 
§ “ Phil. Trans.,” 1821. 
Universelle,’ March, 1821. 
| Ib. 
** «Camb. Phil. Trans.,” 1821.5 
tt “Quarterly Journal of Science,” Sept., 1821. 
tT spé “ Magnetic Attractions,” second edition, 1823. 


||| William Sturgeon, the inventor of the electro-magnet, was 
born at Whittington, in Lancashire, in 1783. Apprenticed as a 
boy to the trade of a shoemaker, at the age of nineteen he joined 
the Westmoreland Militia, and two years later enlisted into the 
Royal Artillery, thus gaining the chance of learning something of 
selence, and having leisure in which to pursue his absorbing 
passion for chemical and physical experiments. He was forty-two 
years of age when he made his great, though at the time unrecog- 


nised, invention. At the date of his geséarches in electro- 
- magnetism, he was resident at 8, Artillery Place, Woolwich, at 


which place he was the associate of Marsh, and was intimate with 
Barlow, Christie, and Gregory, who interested themselves in his 
work. In 1835 he presented a paper to the Royal Society, con- 
taining descriptions, inter alia, of a magneto-electric machine with 
longitudinally-wound armature, and with a commutator consisting 
of half-disks of metal. For some reason this paper was not ad- 
mitted to the “Philosophical Transactions;” he afterwards 
printed it in full, without alteration, in his volume of Scientific 
Researches, published by subscription in 1850. From 1836 to 
1843 he conducted the “ Annals of Electricity.” He had now 
removed to Manchester, where he lectured on electricity at the 
Royal Victoria Gallery. He died at Prestwich, near Manchester, 


- in 1850. There is a tablet to his memory in the church at Kirkby 
Lonsdale, from which town the village of Whittington is distant 


about two miles. A portrait of Sturgeon in oils, and said to be 
an excellent likeness, is believed still to be in existence ; but all 
Inquiries as to its whereabouts have proved unavailing. At the 
present moment, so far as I am. aware, the scientific world is 
eh without a portrait of the inventor of the electro- 
et. 
TT “Trans. Society of Arts,” 1825, xliii., p. 38. 


horseshoe shape (fies. 1 and 2) and one a straight bar (fig. 3). 


t will be seen the former figures represent an electro- 
— consisting of a bent iron rod aboutone foot long and half inch 
in diameter, varnished over and then coiled with a single left- 
handed spiral of stout uncovered wire of 18 turns. This 
coil was found appropriate to the particular battery which 
Sturgeon preferred, namely, a single cell containing a 
spirally enrolled pair of zinc and copper plates of 

area (about 130 square inches) immersed in acid; which 
cell, having small internal resistance would yield’ a 
large quantity. of current when connected to a circuit 
of rat resistance. The ends of the copper wire were brought 
out sideways and bent down so as to dip into two deep connecting 
cups, marked. z and c, fixed upon a wooden stand. These cups, 
which were of wood, served as supports to hold up the electro- 
magnet, and, having mercury in them, served also to make good 
electrical connection. In fig. 2 the magnet is seen sideways, sup- 
porting a bar of iron, y. The circuit was completed to the battery 
ge. a connecting wire, d, which could be lifted out of the cup, 
z, 80 breaking circuit when desired, and allowing the weight to 
drop. Sturgeon added in his explanatory remarks that the poles, 
n and 8, of the magnet will be reversed if you wrap the copper 
wire about the rod as a right-handed screw, instead of a left- 
handed one, or, more simply, by reversing the connections with 
the.battery, by causing the wire that dips into the z cup to dip 
into the c cup, and vice versa. This electro-magnet was capable of 
supporting 9 lbs. when thus excited. | 


Fig. Straight Ban ELecTRo-MAGNET. . 


Fig. 3 shows another arrangement to fit on the same stand. 
This arrangement communicates magnetism, to hardened steel 
bars, as soon as they are put in, and renders soft iron within it 
magnetic during the time of action ; it only differs from figs. 1 and 
‘2in being straight, and thereby allows the steel or iron bar to 
slide in and out. | 


For this piece of apparatus and other adjuncts accompanying it, 


all of which are described in the Society’s “ Transactions” for 


‘ 1825, Sturgeon, as already stated, was awarded the Society’s 


silver medal and a premium of 30 guineas. The apparatus was 
deposited in the museum of the Society, which therefore might be 
supposed to be the ee possessor of the first electro-magnet ever 
constructed. Alas for the vanity of human affairs; the Society’s 
museum of apparatus has long bus dispersed, this priceless relic 
having been either made over to the now defunct Patent Office 
Museum, or otherwise lost sight of. : 
Sturgeon’s first electro-magnet, the core of which, weighing 


about 7 0z., was able to sustain a load of 9 lbs., or about 20 times 


its own weight. At the time it was considered a truly remarkable 
performance. Its single layer of stout copper wire was well 
adapted to the battery employed, a single cell of Sturgeon’s own 
particular construction, having a surface of 130 square inches, and 
therefore of small internal resistance. Subsequently, in the hands 
of Joule, the same electro-magnet sustained a load of 50 1bs., or 
about 114 times its own weight. Writing in 1832 about his 
apparatus of 1825, Sturgeon used the following magniloquent 
guage :— | 
se When first I showed that the magnetic energies of a galvanic 
conducting wire are more conspicuously exhibited by exercisin 
them on soft iron than on hard steel, my experiments were limite 
to small masses—generally to a few inches of rod iron of about 
half an inch in diameter. Some of those pieces were employeed 
while straight, and others were bent into the form of a horse-shoe 
magnet, each piece being encompassed by a spiral conductor of 
copper wire. The magnetic energies developed by those sim 
arrangements are of a very distinguished and exalted character, 
as is conspicuously manifested by the suspension of a considerable 
M at the poles during the period of excitation by the electric 
influence. | | 
“An unparalleled transiliensy of magnetic action is also dis- 
played in soft iron, by an instantaneous transition from a state of 
total inactivity to that of vigorous polarity, and also by a simul- 
taneous reciprocity of polarity in the extremities of the bar— 
versatilities in this branch of physics for the display of which soft 


iron is pre-eminently. qualified, and which, by the agency of elec- 


tricity, become demonstrable with the celerity of thought, and 
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iMustrated by experiments the most splendid in magnetics. It is, 
moreover, dur eer manifested by ample experiments that 
exercises a superlative d of excitation on 
e latent magnetism of soft iron, and for its recondite 
powers with astonishing promptitude, to an intensity of action far 
ing anything which can be accomplished by any known ap- 


_ plication of the most vigorous permanent magnet, or by any other 


mode of experimenting hitherto discovered. _ It has been observed, 
however, by experimenting on différent pieces selected from various 
sources, that, notwithstanding the greatest care be observed in pre- 
paring them of a uniform figure and dimensions, there appears a 
considerable difference in the susceptibility which they individually 
possess of developing the magnet powers, much of which depends 
upon the manner of treatment at the forge, as well as upon the 
natural character of the iron itself.* bs 

f * The superlative intensity of electro-magnets, and the facility 
and promptitude with which their energies can be brought into 
play, are qualifications admirably adapted for their introduction 
into a variety of arrangements in which powerful magnets so 
essentially TT” and perform a distinguished part in the pro- 
duction of ‘electro-magnet rotations ; whilst the versatilities of 
polarity of which they are susceptible are eminently calculated 
to give à pleasing diversity in the exhibition of that highly in- 
teresting class of phenomena, and lead to the production of others 
inimitable by any other means.”’+ | 


°° Sturgeon’s further work during the next three years is best 


described in his own words :— | 

“It does not appear that any very extensive experiments were 
attempted to improve the lifting power of electro-magnets, from the 
time that my experiments were published in the ‘ Transactions of 
the Society of Arts, &c., for 1825, till the latter part of 1828. Mr. 
Watkins, philosophical instrument maker, Charing Cross, had, 
however, made them of much larger size than any which I had 
employed, but Iam not aware to what extent he pursued the 
experiment. 

“In the year 1828, Prof. Moll, of Utrecht, being on a visit to 
London, serv of Mr. Watkins an electro-magnet weighing 
about 5 1bs.—at that time I believe the largest which had been 
made. .It was of round iron, about one inch in diameter, and 
furnished with a single copper wire twisted round it eighty-three 
times. When this magnet was excited by a large galvanic sur- 
face, it supported about 75 lbs. Prof. Moll afterwards prepared 
another electro-magnet, which, when bent, was 123 inches high, 
24 inches in diameter, and weighed about 26 lbs.; prepared like 
the former with a single spiral conducting wire. With an acting 
galvanic surface of 11 square feet, this magnet would support 
154 Ibs., but would not lift an anvil which weighed 200 lbs. 

“ The largest electro-magnet which I have yet (1832) exhibited 
in my lectures weighs about 16 Ibs. It is formed of a small bar 
of soft iron, 13 inch across each side ; the cross piece, which joins 
the poles, is from the same rod of iron, and about 3% inches long. 
Twenty separate strands of copper wire, each strand about 50 feet 
in length, are, coiled round the iron, one above another, from pole 
to pole, and separated from each other by intervening cases of 
silk. The first coil is only the thickness of one ply of silk from 
the iron ; the twentieth, or outermost, about half-an-inch from it. 
By. this means the wires are completely insulated from each other 
without the trouble of covering them with thread or varnish. The 
ends of wire project about two feet, for the convenience of con- 
nection. With one of my small cylindrical batteries, exposing 
about 150 square inches of total surface, this electro-magnet sup- 
ports 400 lbs. I have tried it with a larger battery, but its 
energies do not seem to be so materially exalted as might have 
been expected by increasing the extent of galvanic surface. Much 
depends upon a proper acid solution ; good nitric or nitrous acid, 
with about six or eight times its quantity of water, answers very 
well. With a new battery of the above dimensions and a strong 
solution of salt and water, at a temperature of 190° Fahr., the 
electro-magnet supported between 70 and 80 lbs., when the first 
seventeen coils only were in:the circuit. With the three exterior 
coils alone in the circuit, it would just support the lifter, or cross 
piece. When the temperature of the solution was between 40° 
and 50°, the magnetic force excited was comparatively very feeble 
With the. innermost. coil alone, and a strong acid solution, this 
electro-magnet supports about 100 Ibs. ; with the four outermost 
wires, about 250 lbs. It.improves in power with every additional 
coil until about the. twelfth, but not perceptibly any further; 
therefore the remaining eight coils appear to be. useless, although 
the last three, independently of the innermost seventeen, and at 
the distance of half-an-inch from the iron, produce in it a lifting 
power of 75 lbs. | 

; Mr. Marsh has fitted up a bar of iron much larger than mine, 
with. a similar distribution of the conducting wires to that devised 


FT 


,* “I have made a number of experiments on small pieces, 
from the results of which it apears that much hammering is highly 
detrimental to the development of magnetism in soft iron, whether 
the exciting cause be galvanic or any other. And although good 
annealing is always essential, and facilitates to a considerable ex- 
tent the display of polarity, that process is very far from restoring 
to the iron that degree of susceptibility which it. frequently loses 
by the operation of the hammer. Cylindric rod iron of small 
diménsions may very easily be bent into the required form, without 
any hammering whatever; and I have found that small electro- 
gnets made in this way display the magnetic powers in a very 
exalted degree.” 
t Sturgeon’s “Scientific Researches,” p. 113. 


— + 


and so successfully employed by Professor Henry. Mr: Marsh’s 
electro-magnet will support about 560 Ibs. when excited .by a 
galvanic battery similar to mine. These two, I. believe, are the 
most powerful electro-magnets yet produced in this country. . 
‘ À small electro-magnet, which I also employ on the lecture 
table, and the manner of its suspension is represented by fig. 4. 
The magnet is of cylindric rod iron, and weighs four ounces; its 
poles are about a quarter of an inch asunder. It is furnished with 
six coils of wire in the same manner as the large electro-magnet 
before described, and will support upwards of 50 lbs. : | 
‘I find a triangular gin very convenient for the suspension of 
the magnet in these experiments. A stage of thin board, 
supporting two wooden dishes, fastened, at a proper height, to two 
of the legs of the gin. Mercury is placed in these vessels, and,the 
dependent amalgamated 
into it—one into each portion. 


extremities of the conducting wires: dip 


Fic. LECTURE-TABLE ELECrROo-MAGNET. 


“The vessels are sufficiently wide to admit of considerable 
motion of the wires in the mercury without interrupting the con- 
tact, which is sometimes occasioned by the swinging of the magnet 
and attached weight. The circuit is completed by other wires, 
which connect the battery with these two portions of mercury. 
When the weight is supported as in the figure, if an interruption 
be made by removing either of the connecting wires, the weight 
instantaneously drops on the table. The large magnet I suspend 
in the same way on a larger gin; the weights which it supports 
are placed one after another on a square board, suspended by | 
means of a cord at each corner from a hook in the cross-piece, 
which joins the poles of the magnet. 

“ With a new battery, and a solution of salt and water, at a 
temperature of 190° Fahr., the small electro-magnet, fig. 3, sup- 
ports 16 lbs.” 

In 1840, after Sturgeon had removed to Manchester, where he 
assumed the management of the “ Victoria Gallery of Practical 
Science,” he continued his work, and in the seventh memoir in his 


series of researches he wrote as follows :— 


‘““ The electro-magnet belonging to this Institution is made of a 
cylindrical bar of soft iron, bent into the form of a horse-shoe 
magnet, having the two branches parallel to each other, and at 
the distance of 4°5 inches. The diameter of the iron is 2°75 
inches, it is 18 inches long when bent. It is surrounded by 14 
coils of copper wire, seven on each branch. The wire which con- 
stitutes the coils is -Lth of an inch diameter, and in each coil 
there are about 70 feet of wire. They are united in the usual way 
with branch wires, for the purpose of conducting the currents 
from the battery. The magnet was made by Mr. Nesbit. ‘ 
The greatest weight sustained by the magnet in these experiments 
is 12} cwt., or 1,386 lbs., which was accomplished by 16 pairs of 
plates, in four groups @ four pairs in series each. The lifting 
power by 19 pairs in series was considerably less than. by ten pairs 
in series; and but very little greater than that given by one cell 
or one paironly. This is somewhat remarkable, and shows. how 
easily we may be led to waste the magnetic powers of batteries by 
an injudicious arrangement of its elements.’’* 

At the date of Sturgeon’s work the laws governing the flow of 
electric currents in wires were still obscure. Ohm’s epoch-making 
enunciation of the law of the electric circuit appeared in “ Poggen- 
dorff’s Aunalen ” in the very year of Sturgeon’s discovery, 1825, 
though his complete book appeared only in 1827, and his work, 
translated by Dr. Francis into English, only appeared (in Taylor’s 
“ Scientific Memoirs,” vol. ii.) in 1841. Without the guidance of 
Ohm’s law it was not strange that evén the most able experi- 
menters should not understand the relations between battery and 
circuit which would give them the best effects. These had to be 
found by the painful method of trial and failure, Pre-eminent 
amongst those who tried was Prof. Joseph Henry, then of the 
Albany Institute, in New York, later of Princeton, New Jersey, 
who succeeded in effecting an important improvement. In 1828, 


* Sturgeon’s “Scientific Researches,” p. 188. 
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led on by a study of the multiplier’ (or galvanometer); he 
posed ref apply to electro-magnetic apparatus the: device of finding 
them with a. spiral: coil: of wire ‘closely. turned:.on itself,’ the 
wire being of copper, from -Ath to jth of an inch in diameter, 
covered with silk.. In 1831 he thus describes * the results of his 
“ À round piece .of ‘iron, about } of ‘an: inch in diameter, was 
bent into the usual form of ai horse-shoe, and instead of loosely 


coiling around it a few feet of wire, as is neually described, it was 


tightly wound with 35 feet of wire, covered-with silk, 80 as to-form 
about 400 turns ; a pair of small galvanic’ plates,-which could “be 
dipped into a tumbler of diluted acid, was solderedito the ends of 
the wire, and the whole mounted on a stand. Witli-these small 
plates. the horse-shoe became. much: more | powerfully magnetic 
thau another of the saine size, and wound in the same manner, by 
the application of a battery composed of 28 plates of copper and 
zinc, each eight inches square. Another convenient form. of this 
apparatus was contrived by winding a straight bar of iron, 9 inches 
long, with 35 feet of wire, and supporting it horizontally on a small 
cup of copper containing a cylinder of zinc—when this cup, which 
served the double purpose of a stand and the galvanic element, 
was filled. with dilute acid, the bar became a portable electro- 
magnet. These articles were exhibited to the institute in March, 
1829. The idea afterwards occurred.to me that a sufficient + son vod 
of galvanism was furnished: bythe two small-plates, to develop, 


by means of the coil, a much greater magnetic power in a larger 


piece of iron. To test this, a cylindrical bar of iron half an inch 
in diameter, and about 10 inches long, was bent into the shape of 
a horseshoe, and wound with 30 feet of wire ; with a pair of plates 
containing only 24 square inches of. zine, it lifted 15 lbs. avoir- 


dupois. At the same time, a very material improvement in the 


formation of the coil suggested itself to me on reading a more 
detailed account of Prof. Schweigger’s galvanometer, and which 
was also tested with complete success upon the same horseshoe. 
It consisted in using several strands of wire, each covered with 
silk, instead of one. Agreeably to this construction, a second 
wire, of the same length as the first, was wound over it, and the 
ends soldered to the zinc and copper in such a manner that the 
galvanic current might circulate in the same direction in both, or, 
in other words, that the two wires might act as one. The effect 


by this addition was doubled, as the horseshoe; with the same plates said 


before used, now supported 28 Tbs, ee 
“With a pair of plates four inches by six inches, it lifted 39 Ibs., 

or more than fifty times its own weight... 
“These experiments conclusively proved that a great pret A 


ment of magnetism could be @ffected by a very small gal 
_ element, and also that the power of the ‘oot eli materially 


Eaperimént:' 6:-Two: wires: of : the ‘game 'léngth ‘as in the 
last-experiment were used, s0 as to form two-strands from the zinc 


‘and copper of the battery ; in this case the weight lifted was four 


-*“ Experiment 7,—The. whole length of the wire ‘was: attached to 
small trough‘ on ‘Mr. Cruikshank’s plan, containing 25 double 
plates, and ting exactly the same extent of zinc-surfacé to 
the action of the acid, as the battery tised’in the last experiment. 
Thé weight ‘lifted in this case was'8'oz.'; when the intervening 
wire was temoved, and the trough attächéd directly to the ends 
of the wire surrounding the horseshoe, it -lifted ‘only seven 

i It is possible that the different states of the trough, with respect 
to. ; may have exerted: some influence on this remarkable 
result ; but that the effect of a current from a trough, if not in- 
crt , is but slightly diminished in ‘passing through a long wire 

::# Bat, ‘be this as it may, the‘fact that the magnetic action of a 
current from a trongh is, at least, not sensibly diminished by 
passing through a long wire is directly applicable.to Mr. Barlow’s 
project of forming an electro-magnetic telegraph ; añd it is also 
of material consequence in the construction of the galvanic: coil. 
From these experiments it is evident that in forming the coil we 
may either use one very long wire or sevéral shorter ones, ad: the 
circumstances may require; in the first case, our galvanic coïn- 
binations must consist of a number of plates, so as to give 
‘ projectile force;’ in the second it must be formed of a ‘single 


“Tn order to test on a large scale the truth of these prelitninary 
results, a bar of soft iron, 2 inches square and 20 inches long; was 


bent into the form of a horseshoe, 9} inches high ; the: sharp © 


edges of the bar were first a little rounded by the hammer, it 
weighed 21 lbs.; a piece of iron from the same bar; weighing 
7 1bs., was filed perfectly flat on' one sarface, for an armature or 
lifter ; the extremities of the legs of the horse-shoe were alse truly 


ground to the: surface of the armature; around this horeshoe 


540 feet of copper bell-wire were wound in 9 coils of. 60, feet each : 


these coils were not continued around the whole. length of thé 


bar, but each strand of wire according to the principle béfore 
mentioned, occupied about two inches, and was coiled several 


+ 


£ 


increased by the number of wires without increasing 


the number of eac ; 


Not content with thes results, Prof. He ushed forward on 
ese ror. Henry p | desi sto 
ascertain how large a c forcé he could produce when using 
mitted through the comparatively thin copper wires, such as-bell- 
hangers use. During the year 1830 he made great progress in 


the line that he had thus struck out. He was keenly 


only currents of such a 


this direction, as the following extracts show :— . 


“Tn order to determine to what extent-the coil could be applied 
in developing magnetism in soft iron, and also to ascertain, if 


possible, the most proper lengths of the wires to be used, a series 


of experiments was instituted jointly by Dr. Philip Ten Eyck and 
myself. For this purpose 1,060 feet (a little more than one- 


fifth of a mile) of copper wire of the kind called bell wire, ‘046 of 
an inch in diameter, were stretched several times across the large ~ 


room of the Academy. 

“ Experiment 1.—A galvanic current from a single pair of = 
ugh the 
whole length of the wire, and-the effect on a galvanometer noted. 
From the mean of several observations, the deflection of the needle 
was 15°, 

“ Experiment 2.—A current from the same plates was passed 


through half the above length, or 530 feet of wire; the deflection 


in this instance was 21. 

By a reference to a trigonometrical table, it will be seen that 
the natural tangents of 15° and 21° are very nearly in the ratio of 
the square roots of 1 and 2, or of the relative lengths of the wires 
in these two experiments. 

“The length of the wire forming the galvanometer may be 
neglected, as it was only 8 feet long. 

“ Experiment 3.—The galvanometer was now removed, and the 
whole length of the wire attached to the ends of the wire of a 
small soft iron horse-shoe a quarter of an inch in diameter, and 
wound with abeut 8 feet of copper wire with a galvanic current 
from the plates used in Experiments 1 and 2. The magnetism was 
scarcely observable in the horseshoe. 

“ Experiment 4.—The small plates were removed, and a battery 
composed of a piece of zinc plate 4 inches by 7 inches, surrounded 


with copper, was substituted. When this was attached imme- . 


diately to the ends of the 8 feet of wire wound round the horse- 
shoe, the weight lifted was 44 1bs. : when the current was passed 
through the whole length of wire (1,060 feet) it lifted about half 
an ounce. 

“ Experiment 5.—The current was passed em half the length 
of wire (530 feét) with the same battery ; itthen lifted two ounces. 


.* Silliman’s “American Journal of Science,” January, 1831, 


x1x., p. 400, 
Tt “ Scientific Writings of Joseph Henry,” p.39.  ~ 


5.—HEnry’s ELECTRO-MAGNET. 


This figure, copied from the Scientific American. December 1ith, 1880, represents. 
Henry’s electro-magnet, still preserved in Princeton College. The other apparatus. 
at the foot, including a current-reverser, and the ribbon-coil used in the famous 
experiménts on secondary and tertiary currents, were mostly constructed by Henry’s 


times backward and forward over itself ; the several ends of the 
wires were left projecting and all numbered, so that the first and 


last end of each strand might be readily distinguished. In this 


manner we formed an experimental magnet on a large scale, with 
which several combinations of wire could be made by merely, 
uniting the different projecting ends. Thus if the second end of 
the first wire be soldered to the first end of the second wire, and so, 
on through all the series, the whole will form a continued coil of. 
one long wire. 

' By soldering different ends the whole may be formed into æ& 
double coil of half the length, or into a triple coil of one-third 
the length, &c. The horseshoe was suspended in a strong 
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rectangular wooden frame, three feet nine inches high and twenty 
inches wide, an iron bar was fixed below the magnet,soas to 


act.asa lever of the second order; the different weights: sup-- 


ported were estimated by a sliding weight in the same manner as 
with a.common steel-yard (see sketch). the experiments 
immediately following (all ‘weights. being: avoirdupois) a small 
single battery was used, consisting of two :coneentric 
cylinders with zinc between them ; the whole amount of zinc sur- 
face e to the acid from. both . sides of :the: zinc was 2th of 
a square foot ; the battery required only half a pint: of dilute acid 
for its sabmersion. | 

‘€ Experiment 8.—Hach wire of the horseshoe was soldered to 
the battery-in succession, one at a time ; the magnetism: developed 
by sufficient to support:the weight of the armature, 
w 7 Vos. | | | 

pe gs de 9.—Two wires, one on each side of the arch of the 
horseshoe, were attached ; the weight lifted was 145 lbs. 
.  Eeperiment 10.—With two wires, one from each extremity of 
the legs, the weight lifted was 200 lbs. 1 | 

‘ Experiment 11.—With three wires, one from each extremity of 
the legs and one from the middle of the arch, the weight sup- 
ported was 300 lbs. 3 | 
_. Experiment 12.—With four wires, two from each extremity, the 
weight lifted was 500 Ibs. and the armature; when the acid was 
removed from the zinc, the magnet continued to support for a 
few minutes 130 lbs. | 

‘© Experiment 13.—With six wires the weight supported was 
570 Ibs. ; in all these experiments the wires were soldered to the 
galvanic element; the convexion in no case was formed with 
mercury. 
. Experiment 14.—When all the wires (nine in number) were 
attached, the maximum weight lifted was 650 lbs., and this astonish- 
ing result, it must be remembered, was produced by a battery, 
containing only 2ths of a square foot of zinc surface, and requir- 
ing only half a pint of dilute acid for its submersion. 

Experiment 15.—A small battery, formed with a plate of zinc 12 
inches long and.6 inches wide, and surrounded by copper, was sub- 
stituted for the galvanic elements used in the last experiment ; 


the weight lifted in this case was 750 lbs. - 


** Experiment 16.—In order to ascertain the effect of a very small 
galvanic clement on this large quantity of iron, a pair of plates, 
exactly one inch equare, was attached to all the wires; the weight 
lifted was 85 lbs. 

‘The following experiments were made with wires of different 
lengths on the same horseshoe. 

“ Experiment 17.—With six wires, each 30 feet long, attached to 
the galvanic element, the weight lifted was 375 lbs. 

“ Experiment 18.—'The same wires used in last experiment were 
united so as to form three coils of 60 feet each; the weight sup- 
ported was 290 lbs. This result agrees nearly with that of experi- 
ment 11, though the same individual wires were not used; from 
this it appears that six short wires are more powerful than three 
of double the length. See | 

‘€ Experiment 19.-—The wires used in Experiment 10, but united 
so as to form a single coil of 120 feet of wire, lifted 60 1bs. ; while 
in Experiment 10 the weight lifted was 200 lbs. ; this is a confir- 
mation of the result in the last experiment. . . . . 

“In these experiments, a fact was observed which appears some- 
what surprising ; when the large battery was attached, and the 
armature touching both poles of the magnet, it was capable of 
supporting more than 700 lbs., but when only one pole is in con- 
tact it did not support more than 5 or 6 lbs., and in this case we 
never succeeded in making it lift the armature (weighing 7 lbs.). 
This fact may perhaps be common to all large magnets, but we 
have never seen the circumstance noticed of so great a difference 
between a single pole and both. . . . . ; 

‘“ A series of experiments was separately instituted by Dr. Ten 
Eyck, in order to determine the maximum development of mag- 
netism in a small quantity of soft iron. | 

“ Most of the results given in this paper were witnessed by Dr. 
L. C. Beck, and to this | rer we are indebted for several sug- 
gestions, and particularly that of substituting cotton well waxed 


for silk thread; which in these investigations became a very con- | 


siderable item of expense. He also made a number of experiments 
with iron ‘bonnet wire, which being found in commerce already 
wound, might possibly be ‘substituted in place of copper. The 
result was that with very short wire the effect was nearly the same 
as with , but in coils of long wire with a small galvanic 
element it was not found to answer. Dr. Beck also constructed a 


- horseshoe of round iron one inch in diameter, with four coils on 


the plan before described. With one wire it lifted 30 Ibs., with 
two ‘wires: 60 Ibs.,-with three wires 85 lbs., and with four wires 
112 Ibs. While we -were engaged in these investigations, 
the. last -mumber of the Edinburgh Journal of Science 
‘was received containing Professor Moll’s paper on ‘ Electro- 
Magnetism.’ © Some of his results are in a degree similar to thoso 
here described ; his object, however, was different, it being only 
to induce strong magnetism on soft iron with a powerful galvanic 
battery. The principal object in these experiments was to . pro- 
duce the greatest magnetic force with the smallest quantity of 
galvanism. The only effect Prof. Moll’s paper has had over these 
investigations has been to hasten their publication ; the principle 
on which they were instituted was known to us nearly two years 
since, and at that time exhibited to the Albany Institute.”* 


(To be continued.) 


‘POLARISATION OF THE EARTH BY HEAVY 
| CURRENTS.+ 


By CHARLES CUTTRISS. 


WHILE investigating further the causes of the disturb- 
ances experienced when testing the Commercial Cable 
Company’s cable which lands at Coney Island, an 
account of which will be found in the Ælectrical 
Engineer of August 6th,f certain phenomena have been 
noticed which may be interesting as showing the effect 


of heavy currents in polarising the ground when it is 
used as a return circuit for an electric road, and also the 
great distance at which auch effects are felt. 

On Sanday, August 17th, an attempt was made from 
my office in the Drexel Building, New York, to take 
the usual weekly test of the condition of the cable, but 
without success, as, owing to the violent and erratic 
movements of the mirror, it was impossible to get a 
reliable reading. It was then determined to measure, 
if possible, the differences of potential that caused such 
disturbances. In order to make the method of pro- 
cedure clear, it will be well to state that the under- 
ground circuits of the company extend from Wall 
Street in a northerly direction to tbe Bronx River, a 
distance of about 12 miles, and in a southerly direction 
to Coney Island, also about 12 miles. As there is 
nothing to my knowledge in the vicinity of the Bronx 
River terminus to cause any electrical disturbance of 
the earth’s potent‘al, the grounding at that station and 
at Coney Island of one of their wires gives a very ready 
way of detecting in New York any variations of 
potential that may take place at either end. : 

The first series of experiments were made between 


.* Scientific Writings of Joseph Henry, p. 49. 
+ Electrical Engineer, of New York. 
+ See Ezecrricaz Review for August 22nd. 
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the hours of 10.45 a.m. and noon of August 17th, and 
showed that between Bronx River and New York there 
was a fairly steady difference of potential of from :8 to 
1 volt ; but between New York and Coney Island there 
was a difference of potential varying rapidly from ‘1 to 


3°5 volts, the extreme flactuations often occurring in 


four or five seconds. The potential difference between 


‘Bronx River and Coney Island was about the same as 
between New York and Coney Island, or perhaps a 


trifle higher, and also very unsteady. | | 

It was useless to do anything more until the electric 
road closed down, so the experiments were abandoned 
till midnight. . At 12.25 a.m. I found a very heavy cur- 
rent between Coney Island and New York, but could 


not detect the running of any cars. Measurements now 


showed a positive difference of potential of 4:5 volts; 


this remained fairly steady till about 1 a.m., when the 
potential commenced to fall slowly and steadily. At 
1.15 a.m. the galvanometer denoted an equal potential 


‘at both ends of the line, but the movement of the 


mirror still continued, slowly crossing the zero and 
indicating an opposite, or negative, potential wave, 
which by 1.25 a.m. had reached 35 volts negative. It 


then began to drop, reaching zero at 1.40 a.m., and con- 


tinued on until it showed a positive difference of ‘8 
volt, where it remained steady, showing that the earth 


at Coney Island had become normal, as the difference of 


‘8 volt corresponded with the reading between New 


‘York and Bronx River. I might state that the New 
York ground potential was checked off by the Bronx 
‘River circuit every five minutes in order to make 


sure that the variations were not due to local causes. 
From the results obtained in the above experiments 


_it is quite evident that there is an actual polarisation of 
the ground for an unknown distance from the rails of 


the electric road. The accompanying diagram will 


make clear the relative positions: of the electric road 


and the ocean cable, The first long, positive (+) 
current, I think, must be caused by a direct flow of 
current from the rails through the sea and across the 
marsh and Sheepshead Bay to the sheathing of the 
cable ; consequently, when the current is cut off from 
the rails, this direct current gradually drops, and as the 
current due to the polarisation asserts itself, for an in- 
stant the ground at the point of connection between the 
conductor and sheathing becomes neutral from ‘the 


_ action of equal and opposite forces. But, as the nega- 


tive current from the ground surrounding the cable dis- 
charges along the sheathing, that being the path of 
least resistance, it produces a negative potential at the 
end of the conductor, which rises to a maximum ina 


few minutes, and then gradually dies away as the con- 


dition of the ground becomeg:normal. If the normal 


_ condition of the ground can thus be raised 43 volts by 


a disturbing force at a distance of 4 mile, the close 


‘proximity of these two systems would certainly render 


the practical working of the weaker one—the cable-- 
almost an impossibility, even if, as suggested by Mr. 
T. D. D. Lockwood, a duplicate cable were to be laid, 
as it is mechanically impracticable to construct two 
cables in which the dielectric resistance, copper re- 


‘sistance, and capacity sball be identical. Consequently, 


a variation in either of these respects must make itself 
manifest when the cores are subjected for a considerable 
distance to violent and rapid electrical strains. 

The great. difference in. this problem over that of 
equalising telephone or telegraph circuits rests in the 
extreme delicacy of the receiving apparatus, and the 
enormous electrostatic capacity of long lengths of sub- 
marine cable. - | 


New York Subway Work,—The Board of Electrical 
Control met on August 22nd, in the Mayor’s office, and 
received a report from the Construction Company, 
which shows the work of burying .the wires is going 


on satisfactorily. The report states that, in 1889, 
96,035 feet of subway and 621,430 feet of ducts were 
laid. Up to the month of August, 1890, 158,181 feet of 


trench have been dug, and 774,926 feet of ducts laid. 


ELECTRICAL REVIEW. 


NOTES. 


The Bradford Corporation Lighting.—At the meet- 


-ing of the council, last week, in reply to a question 


about the electric. lighting work, Alderman Priestman 
said, with regard to the electricity works, that he had 
given a statement of the loss accrued to December 31st 
last, and he hoped to present a statement at the end of 
the present year. So far, the loss was short of £1,000. 
The electrical department had never been expected to 
pay in its earlier stages. An engine was now being 


laid down which would increase the output without 
augmenting the working cost, and he expected that in 


a few months the statement would be very much better 
than it would be if presented now. If the council 
would appropriate a sum of, say, £10,000 from the 


profits of the gas department for the benefit of the 


electric lighting works, they could be made to pay 


their way. With regard to the mains and services, 


which stood at the large sum of £177,000, he believed 
they had value for every penny of the money. He 
hoped that ere long the committee would be able to 
show that the electric lighting department was paying 
its way ; but if not, it would be necessary to raise the 
price to the consumer. There was no cause to regret 


the steps taken in respect to this question. He had not 


the least doubt that if they had not taken the powers 
of supply themselves, they would have had to spend a 
great deal more money in keeping other people out. 
The minutes were then adopted. | 


Electric Lighting at Fareham.—The completion of 
the electric lighting installation at Fareham was cele- 


brated on Thursday evening by a banquet, which was 
given by Capt. Ramsay and the directors of the local 
electric lighting company to the principal residents of 
‘the town and neighbourhood. The dining-room at the 
Red Lion was lighted in honour of the occasion by 
“numerous small incandescent lamps, which hung from 
the ceiling. The street poles, with regard to which — 
an indictment is pending against the company, have 
‘been adorned with paint, and..can no longer be said 
to constitute an eyesore, while the lighting by electri- 
city of the main thoroughfares has given general satis- 
faction to:the inhabitants.. 


Portsmouth and the Electric Light—No definite 


., steps have yet been taken with regard to the introduc- 
tion of the electric light into Portsmouth by the Cor- 


poration, but the committee recently appointed is 


engaged in collecting information which will be em- 


bodied in its report to the council. In all probability 
the Corporation will decide to obtain its own provi- 
sional order, and afterwards sub-let its rights for a 
short period to the highest bidder among the rival 


electric companies who are anxious to make a start in 


the town, but have hitherto been foiled by the ‘ dog- 
in-the-manger” policy of the municipality. It is 
whispered that some time since an effort was made to 
induce the directors of the Portsmouth Gas Company 
to roa electricity, but they declined, and now’ it is 
too late. 


Church Lighting. —An installation of the electric 
light is at present being carried out at the Church and 


Parochial Hall of St. John’s the Divine, Vassall Road, 


Brixton. About 300 incandescent lamps will be used. 
The plant consists of a gas engine, a dynamo, and a set 
of accumulators ; a motor is also being put down for 


‘blowing the organ of tlie church electrically. 


Electric Lighting at Barnsley.—The Barnsley Cor- 
poration have adjourned the matter of the electric light 
to enable the Thomson-Houston Company to send in a 
complete tender. It is probable that although that of 


the Westinghouse Company was accepted the contracts | 


may not be signed. Several members of the com- 

mittee have recently visited various central stations, 

and are so favourably impressed with the Thomson- 

Houston system that it seems likely that it will prevail. 
D 
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Prague Electric Lighting.—At the end of last year 
the electric lighting installations in Prague comprised 
8,365 incandescence lamps and 143 arc lights, dis- 
tributed among various factories, theatres and restau- 
rants. The current was obtained from 47 dynamos of 
a total capacity of 425 kilowatts. Steam engines and 
gas engines supplied the motive power, the gas engines 
being in the proportion of 23 per cent. 


Faraday & Son.—The firm of Faraday & Son, of 
Berners Street, was one of the first to devote special 
attention to the production of decorative fittings suit- 
able for lighting by electricity. Their book of designs 
has gradually grown in size, and the new edition, now 
being issued, consists of 62 pages of drawings repre- 
senting brackets, pendants, electroliers, corons, 
standards, figures, hall lanterns, portable lamps, and 
billiard lights, the registered designs of which, num- 
bering nearly 100, are the property of the firm. 


Holden & Brooke,—Messrs. Holden and Brooke, of 


Manchester, have issued a new catalogue, containing — 


several new specialities and the latest developments in 
exhaust and live steam injector practice. It also gives 
a series of self-explanatory drawings of injectors fitted 
up under various conditions, with such instructions as 


“would enable purchasers abroad to know exactly what 
to order for their requireménts. | 


‘Britannia Company.—We have received catalogue 
No. 3 from the Britannia Company, consisting of 
descriptions, illustrations and prices of engineers’ tools 
and amateurs’ lathes. The prices, however, are modified 
by the notice (which so frequently accompanies trade 
lists now-a-days) that, in consequence of the continued 
advance in the cost ‘of raw material and wages, all 
quotations and discounts are from this date withdrawn. 


W. T, Goolden & Co.—This firm has issued a useful 
little pamphlet, entitled “ Electricity in Every-day 
Life,” explaining the advantages of electric lighting 
and the transmission of power by electric motors for 
pumping, ventilating, hoisting, drilling, and a variety 
of other operations. The illustrations are all repre- 
sentations of appliances that have been actually con- 


structed and set up, and that have proved perfectly 


successful under ordinary working conditions. 


Sunbeam Lamp.—A new price list is issued of the 
sunbeam lamp, which has been found in practice to be 
specially adapted for lighting large halls, exhibitions, 
saloons and decks of ships, and similar places. It is 
pointed out that, with the same engine and dynamo 
power, nearly double the light can be obtained from 
this lamp, as compared with groups of small glow 
lamps ; and, compared with arc lamps in opal globes, 
the sunbeam gives nearly two-thirds the light, is abso- 
lutely steady (never falling momentarily in brightness, 
as pestis the arc), requires no attention, and is pleasanter 
in colour. | ‘ 


Phosphor-Bronze have been favoured 
with an early copy of the latest descriptive catalogue 
and pamphlet issued by the Phosphor-Bronze Company. 
It is stated in the introduction that the company’s cog- 
wheel brand of alloys of phosphor-bronze have been in 
extensive use for 20 years. The use of phosphor- 
bronze wire, and especially of Weiller’s patent silicium- 


bronze wire, for telegraph and telephone purposes, has - 


been attended with the most important results, espe- 
cially as regards the danger of overhead wires and the 
cost of renewals. Long telegraph lines, for which iron 
wire, weighing 400 lbs. per mile, was formerly used, is 
replaced by bronze wire weighing only 100 lbs. per 
mile, while for telephone lines bronze wire of 38 lbs. 
per mile has been used where formerly the wire weighed 
240 lbs. per mile. 
and offering very little surface to wind and snow, is 
unaffected by the severest storms, so that its use does 
away with the danger of falling wires and the incon- 
venience of interrupted communication. 


The wire being smooth and light, | 


Electrical Tramways at Boston.—The West End 
Electrical Tramway of Boston, U.S., is the largest 
system, worked by ‘electricity, in the world. There are 
about 260 miles of line, with 1,600 cars. Until recently 
these tramways were worked by horses, but experi- 
ments in electric traction, carried out by the Thomson- 
Houston Company, resulted so satisfactorily that horses 
were done away with altogether, and electricity sub- 
stituted in their place.. The station is the largest elec- 
trical one existing, the boiler-house being 160 feet in 
length by 80 feet in width, and the dynamo room about 
twice these dimensions. ‘There will be 13 -Corliss 
engines of 1,750 H.P. each, driving 300 H.P. dynamos. 
The wires are overhead, and it would surprise those 
who object to this method on the ground of unsight- 


liness to know how little the wires _ poles are notice- 


able. 


The Schanschieff Electric | Light aad Power Com. 
pany, Limited,—Notice is given, that a general meeting 
of the members of the above-named company will be 
held at 32, Poultry, at two o’clock, on-17th October 
next, for the purpose of having the accounts of the 
liquidation, showing the manner in which the winding 
up of the affairs of the company has been conducted, 
and the property of the company disposed of, laid 
before the company, and hearing any explanation that 
may be given with refrence thereto ; and for the pur- 
pose of considering such accounts, ‘and, if the same 
shall be approved, of passing a resolution approvit 
the same ; and also of determining, b extraordinary 
resolution, the manner in which the books, accounts, 
and documents of the company, and the liquidation 
thereof, shall be disposed of.—S. DE tees, Hammer. 


Australian Cable, —It i is stated by the ‘Associa 
tion that Lord Knutsford has addressed a. letter, dated 
July 9th, to the Governor of South Australia, setting 
forth the reasons why Her Majesty’s Government have 
refused to comply with the request of the: Australian 
Governments that the Imperial Exchequer should bear 
a share of the guarantee and subsidies which are neces- 
sary to allow the cable companies to reduce their rates 


to Australia. The letter states that the Agents-General 


have very fully explained, and have ably supported, the 
views of their Governments in this matter.:.:The 
Imperial Government fully sympathise with the object 


of the subsidy, and recognise the nature and -extent of 


the sacrifices which the Australian colonies: are pre- 
pared to make with a view..of developing and ‘facili- 
tating telegraphic communication. The readiness with 
which the colonies accepted, at the risk of considerable 
loss of revenue, the proposal of the Chancellor. of: the 
Exchequer for a reduction of the postal rates affords 


additional reason for the most favourable consideration 


of any proposal . emanating from 
matters. : … | 


American Electric Transit ‘Statisties,—The 
Bureau of America has issued, a bulletin which. gives 
interesting information as to transit facilities .of :the 
country. The relation between electricity and other 
motive powers shows the former to have reagent a 
fairly good figure. The figures run :— 


Miles of horse railway ... 4.5 9024: 
electric 1, 153: 
» dummy 556: 
cable 441 a | 
Total mileage... . 8,6525 


Klectricity has, therefore, Due die 25 per cent. of the 
total mileage. : 


A Edward A. O’Keeffe, B.E., 
been appointed Senior Demonstrator and Lecturer 
at the City and Guilds of London Technical College, 
Finsbury, in the place of Mr. W. Robinson, the newly- 
appointed Professor of Engineering at University 
College, Nottingham. | 
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THE TELEGRAPHIC JOURNAL AND 


ELECTRICAL REVIEW. 


". Lectures on Electric Meters.—A course of six lec- 


tures on electric meters, by Prof. Silvanus Thompson, 


‘is announced to commence in October at the Finsbury 
Technical College. This is one of the occasional short 


courses of lectures which each of the Finsbury pro- 
‘fessors: undertakes annually. The electric lighting 


arrangements of the college have been lately over- | 


‘hauled''and improved. A new Kapp dynamo has 
‘replated the Edison machine formerly employed. 


:, Austin’s “Novel” Hand Dynamo,—This hand- 
‘dynamo has been specially designed for experimental 
. work, either in the laboratory or on the lecture table, 
-for which it is admirably. adapted, as from the manner 
in. which it is wound, it will work under all circum- 
stances ; no matter whether the external resistance be 
high or low, the machine will give out a correspond- 
ing quantity of current, Great.care has been taken in 
_the construction of these machines, so that as much as 
possible of the manual work expended in turning the 


= 


| 
all | 


‘handle: is': given out at the terminals as electrical 
energy. As "will be seen from the illustrations, the 
machine is very compact, and has a pleasing appear- 
ance. : Its output is equal to about six or eight quart 
‘Bunsen cells. The machine all complete weighs only 
‘16 Tbs. "It can ‘be fixed either temporarily or perma- 
néntly to ‘bench or table. Six different leverages can 
be got by altering position of handle, three of the 
most important being shown by dotted lines. There 
‘are no belts, cords, or cogwheels used in gearing, which 
is ‘constructed entirely of metal, working on the prin- 
: ciple of rollers and traction—there is consequently very 
little friction. There are no complicated’ parts, every 
part being ‘constructed in the simplest manner possi- 
he and the material and workmanship are of the 


The Loan for Electric Lighting at Dublin.—Mr. 
Charles P. Cotton, C.E., Board of Trade Inspector, held 
an inquiry at Dublin last week with reference to an ap- 
plication of the town authoritiés for a loan of £50,000 
or the purpose of an installation for the supply of 
merle: "The inspector’ is preparing a report on the 


Killed by Electricity.—The Times New York corre- 
spondent says:—A terrible electric light accident 
occurred at a theatre here on Monday night. While a 
lineman was adjusting some wires for illuminating the 
front of the theatre, he accidentally established a con- 
nection, and, receiving the full force of the current, was 


killed on the spot. The accident caused a most painfal 
impression among a large number of persons who were 


watching the man’s operations. _ 
The Evening News and Post, in referring to this 
matter, says :—‘ The circumstances will tend strongly 
to discredit the new system of execution in that State.” 
“The fact that such torture as. this man 


suffered is possible for a fall ten minutes without life 


being extinguished, shows that electricity is not to be 


relied upon as a painless method of killing.” Surely 


our evening contemporary does not imagine that the 
age of electrical execution is to suspend culprits 
rom wires, and let them roast? Moreover, the inci- 


dents peculiar to this case had happened previously to 


Kemmler’s fate, so it is rather late in the day to pen 
comments of.this nature. 


The Telephone on the Congo.—The Ville de Mara- 


naho, of the Walford Company of Antwerp, which 
has just sailed for the Congo, carries all the material 
necessary for the installation of the first telephone 
line which is to be placed along the Congo railway. 
The wires are of phosphor-bronze, and the apparatus is 
on the Dejongh system, made by Mourlon, of Brussels, 
with magneto bells of the model adopted, after. a: com- 
petition, by tlie Administration of Belgian Posts for its 


Stockholm Electric Lighting. — The following cir- 
cular has been sent to members of the‘ Electrical 
Trade Section of the Loudon Chamber of Commerce by 
the secretary :—‘* Having been advised that the notice 
which appeared in the electrical papers, that the date 


_ for the presentation of tenders for the lighting by elec- 


tricity of the town of Stockholm had been extended 
from the 15th September to the 12th October, was 
erroneous, I have, at the request of the: chairman of 
the Electrical Section, and after consultation with. the 


Foreign Office and the Swedish Consul in London, 
communicated officially with the Stockholm Gas 


Works. In reply, I have received official telegraphic 
intimation from that body in language which is con- 
sidered sufficiently satisfactory, that tenders for the 
electric lighting contract at Stockholm, posted from this 
country not later than the 20th inst., will be considered.” 


Charterhouse Science and Art: Schools and Literary 
Institute.—The winter session of this, one of’ the 
largest Science and Art Schools.in the United Kingdom, 
and a school which has trained some thousands’ of 
teachers for the office of science lecturers, will com- 
mence on Saturday, September 27th, 1890, under the 
presidency of the Rev. Henry Swann, M.A. During 
the late session about 900 students, mostly elementary 
teachers, availed themselves of the privileges afforded 
by this institution, and of this number above 700 pre- 
sented themselves for examination, and were successfal 
in obtaining a large number of. first-class certificates, 
and also several honors’ certificates awarded by the 
Science and Art Department of South Kensington. 


Students who were prepared for the Lond. B.Sc. (Inst.) 


highly distinguished themselves. A National Scholar- 
ship of £150 was awarded to one of the female students 
of the Art school. Instruction of a practical character 
is given in most of the sciences at a very nominal fee. 
Students who aim at becoming proficient in chemistry 
(organic and inorganic) have the opportunity of working 

in a well-fitted laboratory, capable of accommodating 
60 students. Full particulars of the classes may be 
obtained from C. Smith, organising secretary. 
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The Electric Light in Textile Factories,—In a recent 


number of L’Electricien the arrangement of the electric 
light in spinning and weaving mills is discussed. For 


spinning white, unbleached, or clear-coloured yarns in 


high rooms, the proportion is given of one 12-ampère 


arc light to 230 square yards, that is 15 by 15 yards. 
For a 9 or 10-ampère arc the area should not exceed 110 
square yards, or 104 by 104 yards. For weaving, a 
minimum lighting power of a 12-ampère arc to 133 
square yards, or 11} by 11} yards, is given. For white, 
unbleached, or clear colours, a 10-ampére arc should 


. be sufficient for an area of 93 square yards, say 9} by 


94 yards; but for black, or dark colours, it is often 
found necessary to allow only 59 square yards for each 
10-ampere arc. In weaving light goods by incan- 


‘descence lamps, a 10-candle lamp may be used for two | 


looms with unbleached stuff, but when working in 
coloured yarns two 16-candle lamps are required per 


‘loom, and should this be a long one, two 20-candle 
‘lamps. These figures appear to be taken from actual 
experience in Belgium and Germany, but as -nearly 


every factory has a different arrangement of rooms and 
machinery, the amount of lighting required will not 
depend so much upon the area of the rooms as upon 
the method necessary to sufficiently illuminate each 


particular machine or separate portion of work. — 


Elmores French Patent Copper Depositing Com- 


pany, Limited.—This company has been formed to 


work the process of the Messrs. Elmore in France, with 


-a capital of £200,000 in 100,000 shares of £2 each. 


66,750 shares were offered to the public at a premium of 
10s. per share. The board of directors includes Sir 
Richard J. Meade, Major Charles Jones, E. J. Carson,Wm. 
Elmore, Charles Glendinning Philips, and Sir James D. 
Mackenzie, Bart. The patents were to be sold to this 
company by Elmore’s Foreign and Colonial Patent 
Copper Depositing Company for £83,500 cash, £66,500 


in shares, and the premiums on the shares (assuming 


the shares were all taken up), amounting to £33,275, 
the vendors thus benefiting to the extent of £183,275. 
The working capital will be £50,000. 


 . Fraud by a Telegraphist.—Herbert Wadsworth, | 
_ assistant postmaster at Milnsbridge, was fined £2 and 


costs by the West Riding magistrates at Hudders- 
field on Monday, in each of two cases for wilfully and 
without due authority altering telegrams with intent 
to defraud Her Majesty’s Postmaster-General. In con- 
sequence of complaints as to alterations of telegrams 


going from-this office, a clerk from London was sent 


on August 28th to make inquiries. This gentleman 
handed in two telegrams at the Gobar office addressed 
to different people in Bradford, and containing 58 
words. Upon these 2s. 5d. was paid. Defendant con- 
densed messages, and by sending them as duplicates 


only, placed 1s. 35d. upon them in stamps, pocketing 
the difference. | 


The American Association for the Advancement of 
Science.—Professor Nipher is credited with having 


described a new method of measuring the electrical: 


resistance of liquids before this Society (see e 
339). We would like to ask wherein PA « differs 
from that devised years ago by Wheatstone, whose 
apparatus also reversed the galvanometer at the same 
time? This so-called new method appears to be 
periodically. revived,as we have previously pointed out. 


Blasting by Means of Electricity—The work of 


‘blowing up the masses of rock which form the 
dangerous rapids known as the Iron Gates, on the 


Danube, was commenced on Monday near Greben, M. 
Baross, the Hungarian Minister of Commerce, firing the 
first charge by means of electricity. : 


the Telegraph in the Chin-Lushai Expedition.—His 
Excellency the Governor-General of India, in Council, 
is glad to acknowledge, through a general order dated 
September 8th, 1890, the services of Mr. E. O. Walker, 
Assistant-Superintendent of Telegraphs, and his depart- 


ment, and of Mr. G. Barton Groves, Deputy Inspector of | 


Post Offices, and the Postal Department. | 
A despatch of the Adjutant-General in India, dated 
July 16th, states :—The Telegraph Department worked 
extremely well throughout the expedition. 
Lieut.-General B L. Gordon, C.B:, commanding the 
Barnia district, in a despatch to the. Adjutant-General, 
Madras, dated May 28th, says :—The Telegraph Depart- 
ment has worked well, under many difficulties of 


transport labour and sickness. The construction of the 


line kept pace with the advance of the troops into 


Haka. The wire has been invaluable throughout the . 


operations. 

In a despatch dated 3lst May, addressed to the 
Adjutant-General, Brigadier-General V. W. Tregear, 
commanding the Chillagong column, states :—The 
whole of the field work has proved laborious and 
exhausting to all concerned, owing to steep ascents and 
declivities, and the dense forest and undergrowth, or 
bamboo jungle, everywhere met with. The whole of 
the work has, notwithstanding these difficulties, been 
carried out in a most excellent manner, and reflects the 
greatest credit on Mr. Walker and all his subordinates. 
Owing to ill-health, Mr. Walker had to return to India 
on the 7th March from Fort Tregear, after which date 
the laying of the line was carried on by Messrs. Rector 
and Davies, both of whom have worked very hard and 
well throughout the expedition; the services of the 
latter officer I had the pleasure of bringing to notice in 
my final report on last year’s expedition. The con- 
struction of the line from Fort Lungleh towards Haka 
was commenced simultaneously with the road, and by 
the 23rd March had been completed to the Upper 
Kolodyne, a distance of 65 miles, when orders were 
received to discontinue the laying of the line towards 
Haka till next winter, when it can be carried out in a 
permanent manner. 


A Novel Telephonic Reaction.—The New York Ælec- 
trical Engineer says :—“ We have recently had our 
attention called to an interesting phenomenon in con- 
nection with the telephone, which might be looked 
upon with suspicion by the uninitiated. While Messrs. 


Hibbard and Pickernell were conversing recently over 


one of the lines of the Long Distance Telephone Com- 
pany, the former, in order to shut out some conversa- 
tion, placed the receiver with the diaphragm end over 
the mouthpiece of the long-distance transmitter. The 
receivers at both ends at once began to give ou at 
musical sound, which continued until the receiver was 
withdrawn from the mouthpiece of the transmitter. 
Investigation proved that the effect was due to an 
action quite similar to that employed in the well- 
known buzzer, or vibrating bell. An original impulse 
imparted to the transmitter is conveyed electrically 
through the primary and secondary circuits to the 
receiver, which in turn throws it back upon the trans- 
mitter through the intervening air, thus constituting a 
complete,electric and acoustic cycle. This battledore 
and shuttlecock action between receiver and trans- 
mitter is continuous as long as the receiver is held 
against the transmitter, and gives rise to a musical note 


of high pitch and great uniformity. Of course, it 


requires a powerful transmitter to produce the pheno- 
menon, the ordinary Blake instrament being incapable 
of demonstrating it. The effect produced is decidedly 
novel, and the experiment is well worthy of repetition.” 
We may remark that the experiment is not novel, a 
precisely similar one having been made several years 
ago by Mr. Stréh, in the early days of the telephone 
and microphone; the microphone used was of small 
dimensions, and was mounted on a diaphragm of gold- 


beater’s skin. | 
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pany, Limited.—Capital £200 
o adopt an agreement between Elmore’s Foreign and — 
Colonial Patent Copper Depositing Company, Limited, — 
of the first part, Woodhouse & Rawson United, Limited, : 
of the second part, and this Company of the third part. — 
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Personal.— We understand that Mr. Albright sails to- 
morrow in the Servia with the members of the Iron 
and Steel Institute, who are ubont to visit America. 


NEW COMPANIES REGISTERED. 


> 


Elmore’s French Patent Depositing Com- 


To carry on in: France, andielsewhere, the business of 
manufacturers of..and dealers. in copper and other 
metals, all metallic alloys or compounds of the same, 
and all goods or articles made of copper or other 
metals and alloys. To carry on business as electricians, 


electrical contractors, electrical and mechanical engi- 
_ neers, and suppliers of electricity for the purposes of 


light, heat, sound, power or otherwise, and of manu- 
facturers of and dealers in all apparatus and things 
required for the generation, distribution, supply, accu- 


mulation and employment of electricity. Signatories . 
(with one share each), A. L. Brockman, 8, The Avenue, 


Brondesbury ; T. E. Marsh, 42, Reighton Road, Upper 
Clapton ; J. North (engineer), 88, Queen Victoria Street ; 
S. Rentall, 121, Vassall Road, Brixton; J. Mumford, 
504, Trinity Square, Borough; J. Moore, 46, Norroy 
Road, Putney ; F. Dewer Summers, 31, Berwick Street, 


S.W. The signatories are to appoint the first directors. . 
Qualification : 200 shares, or £500 stock. . Until other- 


wise determined by the company in general meeting, 


the remuneration of the board is to be £200 per annum — 


for each director, with an additional £200 per annum 
for the chairman, and £100 for. the vice-chairman, to- 
gether with 25 per cent. commisssion upon the net profits 
from manufacturing and upon the revenue accruing 
from licensing .or sub-licensing the Company’s patents, 
and 1 per cent upon net profits from sale of patents, 
such commission to be divided as the directors think 
fit. Registered 10th inst. by Wm. Brown, 18, St. 
Swithin’s Lane, secretary. 


Service and Company, Limited.—Capital £6,000, in 


£5 shares. Objects : To acquire the business of wholc- 
sale and retail ironmonger, carried on at 4, The Octagon, 
Plymouth ; to carry on (if thought wise) the business 
of an electric light company in all branches, and to 


supply electricity for light, heat, motive power, or 


otherwise ; and to mannfacture and deal in electrical 
apparatus generally. Signatories (with 1 share each) : 
W. H. Luke, F. S. Willies, A. Yeo, A. N. Cole, T. B. 
Percy, all of Plymouth ; J, Snawdon, Penny comequick ; 
R. W. C. Barker, Stonehouse. The remuneration of the 
directors is to be determined by the company in general 
meeting. Qualification: £125 in shares. Registered 
10th inst. by Sir Joseph Causton and Sons, 9, Eastcheap, 


as agents for Bond and Pearce, Solicitors, 16, Princess 


Square, Plymouth. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Electric Installation and Maintenance Company, 
Limited.—An agreement of 25th ult. filed 12th inst., 
cites that the Electric Construction Corporation, 
Limited, has carried out an electric installation at 
Nos. 19 and 20, Walbrook, and is supplying electricity 
to various customers in the neighbourhood. This 
company agrees to purchase the said installation and 
the plant, materials, &c.. in connection therewith, for 
£2,390, payable as to £950 in 6 per cent. debentures and 
the balance by the allotment to the vendor company of 
144 fully paid £10 shares in this company. 


in £2 shares. Objects : 


- capital was left intact. There was a great deal 


Syndicaté of Electrical Engineers, Limited.—The 


statutory return of this company, made up to the 7th 
February, was filed on the 8th ult. ‘The ‘nominal 
capital is £10,000, divided into 1,900 ordinary and 100 
founders’ shares of £5 each. 607 shares have been 
taken up, and the full amount has been;called thereupon. 


. The calls. paid amount-to £600, and unpaid: to: £7. 


Registered office, 15, St: Helen’s Places = | 
Earthy Metals: Company, Limitéd.—The registered 


_. Office of this company is at No. 1, Westbourne Terrace, 


©: Malholiand, Maugham & Company, Limited.—The 


_ registered office of this company: is situate at West 
Cornforth,‘R.S.0., Ferryhill, Darham. 


Edison Phonographic Toy and Automaton Company, 


 Limited.—The registered office of this company is at 


2, Metal Exchange Buildings, Gracechurch Street, 


CITY ‘NOTES, 


‘The Electric and General Investment Company. 


THE first ordiuary gerieral meeting of this company was held on 
Tuesday afternoon last, at the offices, Nos. 1 and 2, Great Win- 


chester Street, Old Broad Street, under the presidency of Mr. 

Mr. J. Cecil Bull (the secretary) read the notice convening the 

meeting, which stated that it was merely a statutory meeting held 


‘in accordance with the requirements of the Companies’ Acts, and 
_ that there would be no business transacted. | Se 


' The Chairman remarked that although it was only a formal 


statutory meeting, it was usual for something to be said on such 


occasions, either as to thé business actually done by the companies 
or their prospects. He was able to state that the directors had 
had brought under their notice a considerable number of schemes, 
some of which looked good, whilst others the board had dismissed 
as not worthy of their consideration. Two or three of the schemes 


. presented a more than ordinarily favourable outlook. If any one 


of those schemes turned out successful for the company, it must, 
with its limited capital, prove of very great advantage to the 
shareholders. Up to the present, the company had not done any 
actual business, for they were in a quiescent position. The 


directors had been very economical in every respect, and had so. 


dealt’ with the capital as to keep down the expenses in every way 


- possible. In fact, he believed he might with'confidence state, that 


that was one of the cheapest companies ever formed, and the 
expenses had been confined to a very small outlay, and the 


‘capital had been lent out upon good and approved securities in 


order to bring in interest, so that it should not be lying idle. 
Therefore, -if they took away the amount of the preliminary 


expenses for the formation of the company, the interest which 


they were earning on the money paid their expenses, so that their 
of business in 
front of them which might, or might not turn out to be for the 
benefit of the company. At any rate, the directors. had very 
great hopes. The chairman concluded by giving some particulars 


as to the arrangements for office and other expenses with the, 


view of keeping down thé expenditure as much as possible. | 

Mr. E. Garckie (director) also corroborated the chairman as to 
the number of schemes which had been submitted for the conside- 
ration of the directors and added, that, of course, the future of the 
company depended almost entirely upon the development of the 
electric industries. - | 


The Woodhouse and Rawson Electric Contract and 


Maintenance Company, Limited.—Creditors of the company 


__ are required, on or before the 11th day of October, 1890, to send 
their names and addresses, and the particulars of their debts or | 


claims, and the names and addresses of their solicitors (if any), to 
Gustavus Adolphus Steinthal, of No. 41, Piccadilly, Bradford, in 
the county of York, the liquidator, of the said company, or in 
default thereof they will be excluded from the benefit of any dis- 


- tribution made before such claims are received. 


The Direct Spanish Telegraph Company, Limited.— 
The board has decided to recommend the payment of the dividend 
at the rate of 10 per cent. on the preference shares, and a divi 
at the rate of 6 per cent. (free of income tax) upon the ordinary 
shares for half-year ended 30th June last. : 


TRAFFIC RECEIPTS. 


The Western and Brazilian Telegraph Company, Limited. The receipts for the week 
ending September 12th, after deducting the fifth of the gross receipts payable 
to the London Platino-Brazilian Telegraph Company, Limited, were £3,698. 
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“250,009. 0. (issue of 1883) ...| 100 124 114— 12} 

9,384 Greewwoed and Ltd, Nos. 4,667 to 14,000 ...| 10 1e | 

o. Cumulative Preference, Nos. 2,667 to 8,000 | 10 | 
200,000 Do. do. 44 p. e. Deb., 1896... eee TT De o "36 — 38 36 — 38 373 36 

‘49,900 | *Metropolitan Electric Supply, Limite 08 - 
436,700 |. National a Telephone, Limited, Nos. 1 to 436,700 … 5 191 45 
16,009 Do. . 6p.¢ Cum. Ist Preference .. 10 6 20 10 — 104 104 15 
15,000 Do. .6 p. c. Cum. 2nd Preference (£8 only paid) 10 

‘220,000 | Oriental Ltd., Nos. 80,001 to 300,000 (11/- À paid) 
9,000 E ‘lend leph Ltd, Ordinary, Nos. 1 to 2,000, 

ele one, | 

20,009 |. Do. 6p.c. Cum. Pref., Nos. 1 to 20,000 (£34 only paid) 5 sig ne 

8,881 | Submarine Cables Trust Cert. | 6 58 
“78,949 | Swan United Electric Light, Limited only paid) 5-.|. 
37,350 | Telegraph and Maintenance, Lim 12. À 

180000 | Do. do, SP. c. Bonds, red. 1894 à 
“4 Plate Telephone, Limi | | 
148 000 ot | pone rig 5 p.c. Debenture Stock... ... | Stock | 90 — 94 90 — 94 

609 West African ph, Sp.c. Debentures .. 100, | 99 —102 xd] 99 —102 | 
180,000 repay. 19 1902 100 — 106 101 —106 1044 | 103} 
64672 | Western and Brazilian Telegraph, Limited 
» , 26,986 Do. p. c. Cum. Preferred .. 8. 
26,986 Do. 5 p. c. Deferred .. 4i— | 
200,000 Do. do. : do. 6 p. c. Debentures ae © 1910... _ 100 103 —106 103 — | 
250,000 Do.  6p. cc. Mort. Debs., series “B” of ’80, red. Feb., 1910 100 101 —104 101 — ve ss 

88,321 | West India and Panama Telegraph, Limited... is 10 3— 3} 3$— Py 

_ 84,663 Do. a do. 6 p. c. Ist Preference sie 10 11i— 12 114— 

4,669 Do. do. do, 6 p. ce. 2nd Preference... 10 134— 14 131— 14 

Westmetr. Elec. Sup. Corp., ps Ord, Nos, 101 to 42,953 (£2 only paid) 5 4 li— 14 


* Subject to Founders Shares. 


LATEST PROCURABLE QUOTATIONS OF SECURITIES NOT OFFICIALLY QUOTED. 


LI 


Blackpool Electric Tramway Company, Limited, £10 (£64 paid), 74—7%.—Elmore Copper Depositing Priorities, 7 —74.—Elmore 
Wire, + dis—par.—House-to-House Company (£5 paid), 5 —5}.—International Okonite, Ordinary of £10 (£7 paid), 64—74 


London Electric Supply ‘Corporation, Ordinary (£5 paid), 23—2%.—Manchester Edison and Swan ver: £9 (£1 paid) 
| 


Bank Rats or Discount.—4 per cent. (21st August, 1899). ; 
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. 
‘AND ELECTRICITY. : 
. 


In an article of, your issue for August 29th, headed 
à Blectricity is Life,” you spoké of its use for the im- 
vement of spirituons liquors... This well-meant pro- 
posal has formed thé subject of careful discussions in 
angary; rich as it is' in ‘wines, and it has even culmi- 
fated in tangible proposals, though df very doubtfal 
bi Baron: von ——, a writer. on economical . subjects, 
discussed this question atesome ‘length in a leader 
in the Pester Lloyd, a journal of a ‘verÿ wide cir- 
culation. He wrote :—“ One of the most recent’ ad- 
vances in the utilisation of electric energy is that 
of the electrolysis, or decomposition of liquids by 


means of_ the electric current. We can poorcely. 


err- if’ int this: direction ‘we entertain very bol 
expectations, and dssumé''thäât new ‘tracks unex- 
pected importance for practical life will be opened in 
this direction. Without doubt, agriculture and its con- 
nected arts will derive essential advantages from such 
inventions and discoveries, The electrolytic purifica- 
tion of sewage seems, as far as it can be ascertained, to 
be a matter of certainty, and ‘justifies the most sanguine 
expectations. The question of the general de-fusel- 
ising of spirits by means of electrolysis is on the very 
point of solution, and the same is probably the case 
with the improvement of wine by the introduction of 
an electric current.” 
After a brief historical survey. of the recent scientific 


investigations in this field, the writer of the article’ 


continues :—“ For this new and promising process we 
are indebted to the American, Fraser. He takes a 
different method from that adopted by earlier experi- 
mentalists. Whilst they all conducted the current 
directly into the wine, and thus doubtless produced an 


effect which might be considered as too much of a 


good thing, Fraser only allows the electricity to act 
indirectly. He procured casks about 3 mètres in. 
length and 3th mètre in diameter, and were thus more 
like a wide pipe than a common cask. He covered the 


casks with coils of wire, just like the wrappings of an. 


electro-magnet, and passed a strong electric current 
without interruption through the wires for 10 days. 
The casks were filled, some with different sorts of wine 
and others with freshly-distilled raw spirit. At the 


expiry of the 10 days, the casks had such a strong 


electric charge that, on touching them, strong electric 


shocks were experienced! The wine had deposited all 


its albumenoid matter and had assumed the colour and 
the bouquet of a fully-matured, ripened product, so as 
to be already in a merchantable condition. This 
electrised wine was further distinguished by its great 
permanence, as if it had been submitted to the Pasteur 


process. As for the brandy, it had likewise been — 


advantageously modified by the electric treatment, and 
had acquired the flavour and the aroma of an old spirit 
many years in cask.” | à | 
“In presence of such striking results, companies have 
been already formed in California for introducing the 
Fraser process on a large scale. It cannot be denied 
that the above experimental results may be of the 
greatest practical importance, both for producers of and 
dealersin winesandspirits. It isunnecessary for ustocall 
the attention of our readers to the enormous pecuniary 
results which would accrue were it in the power of 
every dealer to transform his wines within a few days 
from a crude product to one fully matured and fit for 
bottling, and to give fresh brandy the flavour of an old 
product, rich in bouquet.” 
“Any one who feels an interest in this important 
question can make the experiment himself without 
much trouble or outlay. He needs merely to take a few 
tall, slender casks and to wrap them round with a well 
insulated copper wire, in such a manner. that between 
every two turns there is lefta free interval of 2 to 3 
centimetres in width. . A constant current is then passed 


through the wire for the requisite time, either from 


a secondary battery ‘or. dybômo. Tt 


practicable to’ pass’ the over from ‘cab’ to 


racticablé"t 
_anothér, 80 that source of electricity will:suffice 


. If the reputation of the author did rot guüarantes the 
view this article as 4 companion’ piece to the former 
faree of the electric sugar dane “Tt ‘is; really, inex- 
plicable that: chemical action can be: produced 

simply circulating ‘a continuous ‘current’ round 
a cask of wine! ‘The writer, who is ‘led +6 his 


if 


neniant: he ‘at | led 


uprightness of his ‘intentions, we might be ténpted to 


J : ting inp. 
ndustry of Hungary; hard pressed by the phylloxera — 
has either. not carefully read :the ‘déscriptions’of':his 
authorities “or: had misunderstood them. ‘In relating 
how thé electric current 18 ‘passed from cask, to cask, 


_ forming, in a manner, central stations for refining 


he forgets to say. whether the casks are to: be: 
in ‘series or parallel. For persons who’ might‘ be 
induced to try thé experiment recommended ih paper 
of such eminence, it is fortunate that, the ele air 
will in. this manner have as. little effect as the-high 
tension, currents have upon the. phylloxera;: I speak 
here merely: of the experiments for the electric execu- 


tion of this ériminal which have been actually carried | 
out, but have proved total failures. In like manner, 


the experiments in the Pester Lloyd, if useless, will 


. ELECTRICITY, AT THE AMERICAN | 
BSSOCIATION® 


Tux address of Prof. Cleveland Abbe, vice-president of the Physics 


section of the American Association for the Advancement of 


Science, at the recent Indianapolis meeting, was on Terrestrial 
Physics. It touched upon the obscure question of the origin of 


' terrestrial magnetism. Prof. Abbe‘ concludes from the low per- 


meability of iron at'high temperatures that the metallic portions 
of the earth interior cannot be magnetised, and that terrestrial 
magnetisation’ must be restricted to the earth’s shell or crust. 
He therefore inclines to the theory of magnetism derived from 
terrestrial currents in planes at right angles to the axis of rota- 


tion. He reasons that the earth is immersed'in a dielectric, and’ 


is placed in some kind of electrical field due to solar radiation. If 
this were the case it would require no inconsiderable currents 
round the globe as a solenoid to produce the known terrestrial 
magnetism, since the cause bs to 
magnetism in the earth’s interior would also prevent such mate- 
rial from serving as the core of an electro-magnet. soc kil 
In the physical section Prof. Mendenhall presented facts, de- 
rived from the etic observations of the Coast and Geodetic 
Survey, going to show that: een te “often record earth- 


quake disturbances, not as ‘méchanical shocks, but as magnetic 


perturbations. These he conceives to be due to the sudden stresses 
to which the earth is subjected in earthquakes ; and these stresses 
modify the earth’s magnetism. In support of this view he 
showed, from an analysis of the photographic records of magneto- ’ 
graphs, that two diurnal fluetations in declination depend upon 
lunar action ; and he ascribes these to the: stresses in the earth’s 
crust produced by the same forces which raise the tides. The 
ns will be pursued further by observers of the Geodetic 
urvey. | 
Prof. Nipher, of St. Louis, described a new method of measuring 
thé electrical resistance of liquids, such as the-internal resistance 
of a battery. It consists briefly in placing: the resistance to be 
measured in one arm of a bridge with a two- commutator to 
effect rapid reversals of the current through the electrolyte. 
From measurements thus far made the results are found to 
agree with those of approved methods to within 1 per cent. ~ 
‘Mr. E. G. Merritt described the peculiar behaviour of a galva- 
nometer when used with a thermopile. It consists in small periodic' 
patises in the deflection of the needle when the thermopile is ex- 
éd to a steady source of heat radiation. | put 


"These pauses, which may even amount to reversals in the motion 


of the needle, for a short distance, are always equi-distant in time ; 
and the first maximum bears a definite ratio to the total deflec- 


_ tion which the needle will reach if the radiation upon the face of 


the pile be continued indefinitely. Comparisons of different sources 
of radiant heat may, therefore, be made by observations of the 
first maxima occurriüg at the first pauses of the needle. The 


pheriomenon-was shown to be due to the composition of a a. 
- vibration of the needle, and a deflection produced by an E.M.F., 
the law of variation of which may be expressed by an exponential 


curve. ‘The paper was an admirable example of a short investiga- 
tion completely worked 


# Electrical Engineer, of New York. 
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2,000 and 3,000 families, or 10,000 and 15,000 persons 
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Sections A; B, C, and D of the Association spent one day by 


invitation at l'erre Haute, and held sessions in the Rose Poly- 
technic Institute. An elegant dinner was served at the Terre 
Haute House to the 200 guests, and Colonel R. W. Thompson, ex- 
Secretary of the Navy, made the address of welcome. Colonel 
Thompson welconied the Association to the same place 19 years 


ago. He excited lively interest by his vivid narrative of experi- | 


ence with Morse, and of his efforts to secure a $25,000 appropria- 
tion from Congress to construct an experimental telegraph line. 
In this connection he said that one of his colleagues was subse- 
quently defeated for Congress because his constituents disapproved 
of his vote for the appropriation for the telegraph. What a com- 
mentary on the righteous judgment of the people ! 

Many members took occasion during the meeting to ride on the 
electric railway in Indianapolis. It works admirably; and the 
central line of iron poles, carrying the wires, is an ornament to the 
street rather than a disfigurement. A large party accepted the 
kind invitation of the Parry Manufacturing Company to visit their 
factory for the purpose of witnessing electric welding on a com- 
mercial scale. They saw a single workman welding wagon tires 


at the rate of about three per minute. Two men were engaged in © 


welding inch axles also, and both operations were conducted with 
the most gratifying success. The process is very satisfactory to 
the vs acturers, and its rapid introduction into large plants is 
assured. 

The papers presented to the physics sections of the Association 
included a relatively smaller number on electrical topics this year 
than for several meetings. Other departments of physics re- 
ceived a larger share of attention than usual. The papers were of 
a high average, but none reached the highest water mark. 


ELECTRICAL CENSUS TAKING. 


Tae chiéfs of the Population Division of the United States Census 


Office celebrated the completion’ ef: the count of the population of 
the United States by a dinner at “Glen Echo” recently. The 
“ Hollerith electric tabulating system” has been in use by the 
Census Office for the tabulation of the schedules of the population 


taken under the eleventh census. Supérintendent Porter in ex- 


pressing his congratulations upon the rapid and accurate comple- 
tion of this great work, spoke as follows:— | 

It may not have occurred to any of this little band of faithful 
workers, consisting of chiefs and section chiefs from the Popula- 


tion Division of the Census, that you are celebrating a great event 


here in. this picturesque spot. For the first time in the history 
of the world the count of the population of a great nation has 
been made Ly the aid of electricity. The number of names on 
cvery one of 15,000,000 schedules has been registered twice by the 
nimble and expert fingers of the counters, and the 64,000,000 
people have marched, as it were, under the vision of the young 
men and women who have done such remarksble work with such 
extraordinary rapidity and precision. What a procession you have 
had piss before you. The men who wrote those names have had 
to find them in every human habitation, and existing under every 
imaginable condition wichin this vast domain of ours. In June 
these blanks were distributed throughout the country. In July 
and August they find themselves back in the Census Office, 
counted twice and ready for the next statistical treatment. 
Allowing for the time spent in teaching and in fitting up the 
machines, the count proper was not commenced before July Ist, 
and the night force was not organised until some time afterwards. 
We have actually counted 128,090,000 in six weeks, or the entire 
population of 64,000,000 twice in that period. Beginning with 
per day, the 
operatives progressed in dexterity, until last Thursday no less 

an 43 counted over 10,000 families or 50,000 persons each, one 
young lady reaching the astonishing total of 16,071 families or 
about 80,000 persons. On that day not only the highest averages 
were reached, but the greatest number counted, the report show- 
ing 1,342,318 families or 6,711,590 persons. This represents an 
average of 8,135 families or 40,675 persons per clerk.. In this con- 


nection I think it my duty to say that in the “general average ” | 


the male clerks, man like, I hear some of the young women whisper, 


seek refuge behind the petticoats of the gentler sex. The average 


number counted by the women clerks was 9,590 families, or 47,950 
persons, and by men clerks, 6,587 families or 32,935 persons. Thus 
it will be seen that the women average nearly one-half more than 
the men. It is also worth noting that of the 43 who counted more 
than 10,000, 38 were women and only five men. These facts, and 
indeed the record of the entire six weeks, show that women are 
better adapted for this particular work than men. They are more 
exact in touch, more expeditious in handling the schedules, more 
at home in adjusting the delicate mechanism of the machine, and 
apparently more ambitious to make a good record. 

While I congratulate you on the completion of the rough count, 
and thank you sincerely for the great interest you have taken in 
this work, for the many extra hours you have freely given to keep 
it moving, I must sympathise with you in the sorrowful fact that 
you have no more countries to count. Alexander is said to have 
wept because he had no more worlds to conquer, and Hunt and 
Sutherland in the midst of this gay festivity look solemn and sad 
at the paltry total of 128,000,000, and, with a ghastly smile, I can 


hear them say: “ We had to count the population twice in order 
to reach those figures.” Distance is overcome and lessened when 
we can flash our thoughts thousands of miles in a few minutes, 
and cross the Atlantic in five days. So it is in cénsus work. 
With the force that left work this afternoon, working night and 
day as we have worked, we could, with these electrical machines, 
count the entire population of the United States in ten days of 
seven working hours each. 

Estimating the population of the civilised world - at 650,000,000, 
we could count it in 100 days; while the bright young women and 
sturdy young men of our population division could run through 
the entire population of the earth, which, including Asiatics and 
savages, is estimated at 1,300,000,000, in less than 200 days, pro- 
viding places could be found to store the schedules. And while 
we thus glorify our own little achievement, we must not forget 
that we have here with us the modest man who invented the . 
wonderful machine with which we have accomplished such 
magical results. | 


BRITISH ASSOCIATION FOR THE ADVANCE 
MENT OF SCIENCE.—LEEDS, 1890. 


RECENT DETERMINATIONS OF THE ABSOLUTE 
RESISTANCE OF MERCOURY. 


By R. T. GLAZEBROOK, F.R.S. 


(Printed from Notes used for the discussion on Electrical Units in 
Section A of the British Association, Leeds, September 10th, 1890.) 


WE are here to-day to discuss some of the determinations of the 
value of the ohm when expressed as the resistance of a column of 
mercury, with a view to seeing if any action is practicable by 
which the standards in general use may be brought nearer to their 
theoretical value than they are at present. The time is opportune, 
for we have the advantage of having in Leeds Prof. Mascart, of 
Paris, and Prof. Rowland, of Baltimore, under whose directions 
some of the most important of the investigations we are to consider 
to-day have been made, and Prof. Barker, one of the American re- 
presentatives at the Paris Congress. Moreover, it seems probable 
that a Congress will again meet shortly to consider this question, 


‘ and a preliminary discussion here may be of value in clearing the 


ground. 

The question at issue is whether the results of experiment are 
sufficiently in accord with each other to render it probable that any 
number adopted by us would be generally accepted, and, if so, to » 
determine what that number is. mae 

The problem hastwo sides. The resistance of a wire is expressed 
by means of one series of experiments in terms of a length and 


atime, while by another series of experiments it is expressed in 


terms of the resistance of mercury, and thus the resistance of mercury 
is found absolutely. Frequently, however, there is an intermediate 
step; the resistance of the wire is expressed in terms of some 
standard resistance, and this standard is expressed in terms of 
mercury . 
The methods employed to compare a standard resistance with that 
of mercury are all very similar in their nature, and the experiment 
is not one of very great difficulty. Accordingly we find that the 


results of the experiments are fairly concordant. 


In Table I., column 5 gives the values found in B.A. units for the 
resistance of a column of merc 1 metre long, 1 square mm. in 
section at 0° C.--a Siemens unit, as it is called. The values found 
by LordRayleigh and M. Mascart are higher than later ones. A com- 
parison of the values found for the B. A.U.in ohms and for the Siemens 
unit in B.A.U. by M. Mascart, leads to the conclusion that possibly 
his B.A.U. had changed a little between the time at which it was 
compared with the standards at Cambridge and the time at which 
it was-used. As to Lord Rayleigh’s value, the fact that the coil F 
was his principal standard, and the coil F has certainly changed re- 
latively to the other coils in the last two years, may help to explain 
the difficulty, but it must be remembered that F had the same value 
relatively to the others in 1888 as it had in 1881, when examined 
by Dr. Fleming. | 

The other numbers are in close accord, except one result of 
Salvioni’s, which must, I think, be capable of a simple explanation. 
Strecker, Kohlrausch, and Salvioni differ somewhat from Wilkes 
and myself; in consequence, I believe, of the fact that they worked 
at the temperature of the room, while Wilkes and I worked at the 
temperature of melting ice. A small change in the temperature 
coefficient used by them would easily account for the difference. 

Wuilleumeier’s mercury coils were the same as those employed by 
Mascart, Benoit, and de Nerville. We may thus take ‘9535 B.A.U. 
as being very accurately the resistance of a column of mercury 100 
cm. long 1 square mm. in section. . 

But when we inquire what are the results which Lave been ob- 
tained for the value, in ohms, of the B.A.U., or of the mercury unit, 
the discrepancies are considerable. 

Let us consider the methods. An admirable summary of these 
will be found in Wiedemann’s £lectricitat, vol. iv., p. 910, or in 
Mascart and Joubert’s Lecons sur l’Electricité, ii., pp. 581, et seg. They 
have also been critically discussed by Wiedemann and by Lord 
Rayleigh in the Phil. Mag, vol. xiv., 1882. We will take them in 


* order, | 
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VaLuE oF OHM EXPRESSED aS THE RESISTANCE OF A COLUMN OF MERCURY. . 


Observer. ù Date. | _ Method. Value of B.A.U, | Value of 100.centimetres | Value of ohm in centi- - 
in ohms. of mercury in B.A.U. | metres of mercury. 
1 | Lord Rayleigh ...... 1882 - | Rotating Coil............. aie ‘98651 ‘95412 10624 
2 | Lord Rayleigh ............ , 1883 Lorenz method ................. 98677 :. 106:21 
3 |G. Wiedemann ............|. 1884. | Rotation through 180deg...... 106:19 : 
5 | Rowland ..:............ 1887 Mean of several. methods... “98644 ‘95349 | 106-32 
6. | Kohlrausch 1887 Damping of magnets ........| : °98660 - "95338 106'32 
7 | Glazebrook 1882 and 88 | Induced Currents ............... 98665 96862 10629 .: 
8 | Wuilleumeier ......... 1890 “98686 95355, 106°27 
1885 An absolute determination 95334 106:32 
10 | Hutchinson............... | 1888 Of resistance was not ‘95352: 106:30 
tes 1890 made. * The value ‘98656 | 205332 or 106:33 
Observer. Date. Method. Value of B.A.U. | Value of 100 centimetres | Value of ohm in centi- 
: : in ohms. of mercury in B.A.U. metres of mercury. 
19 Weber 1884 Induced current .. ............ 105:37 
14 | H, PF. Weber | 10616 
soo | 1884 Mean effect of induced currt. | | Absolute measurements compared 105 89 
| with German silver wire coils issued - 10598 | 
17 | Dorn.........: 1889 Damping of a magnet ...... pod by Siemens or Strecker. .106'24 
19 | 1885 Lorenz method ............... ol | | % 


I—XK irchoff’ 8 M ethod. 
This has been used by H. F. Weber, Rowland, Mascart, and Glaze- 


brook. The formula may be written— 


4 x M a 

= | h 

R T 
Where M is the coefficient of induction between the coils, T the 
time of swing of the galvanometer needle, a the deflection: due to 


primary current, 8 the throw due to the induced current, and h a 


ratio either of two galvanometer constants or of two resistances ; 


’ all small corrections are omitted. 


“The main difficulty is in, calculating the value of M, which de- 


pends approximately on a?/b if a is the radius of either coil, and b 


the distance between the coils. 

In the coils used by myself the value of a was about 26 cm.; that 
of b varied from 12 to 24 cm. An error of ‘1 mm. in 6 produces an 
error in the result between 1 in 1,500 and 1 in 2,000. In one position 


of the coils, the correction arising from the fact that the cross-section | 


of the channel was of finite area was less than 1 in 1,000. There 
should, it seems to me, be no difficulty in finding M to the one or 
two in 10,000. The coils used by Rowland and Weber in their 
earlier experiments, and by Mascart, were smaller. In his last 
experiment in 1883 Weber used coils of 32 cm. radius. In their 
later experiments Rowland and Kimball had large coils, about 
50 cm. in radius. | | 


The various results are: 


10537 


It will be notized that all H. F. Weber’s results are very low. He 
used as his standard wire a 10-Siemens unit taken from a resistance- 
box, not a coil which had been compared directly with mercury, 
and it seems possible that a common error in this affects all his re- 
sults; he also used large magnets. The other values are in fair 
agreement, though we may probably agree with Lord Rayleigh in 
er à that the limit of accuracy of the method has not been 
reached. 


Weber’s Method. 


The approximate formula again is 
_ NN a | 


where G is the constant of the galvonometer, g the area of the earth 
inductor, and in the second expression, a is the radius of the in- 
ductor, A, of the galvanometer, N and N’ being the number of turns 
on either. 

This method was followed by Mascart, who used with a coil of 
15 cm. diameter and a galvanometer the constant for which was 
compared with one of known constant—viz., the inductor. The 
time taken to turn the inductor was one-fifth of the time of vibra- 
tion of the galvanometer needle. There is the difficulty of making 
the axis vertical and the effect of the time of duration of the current 
on the throw of the galvanometer to consider. My experiments 


show that if the effect of the induction current be prolonged for a 


period of one second, the time of swing being 23 seconds, then the 
deflections are reduced by ‘1 per cent. With the circuit open for 
two seconds the effects are marked. 

The same method has been used by G. Wiedemann, who is in- 
clined to think it the best. He employed coils of W. Weber and 
Zollner, one metre in diameter, which were wound and measured 
twice. He calculated :G using as galvanometer coil à counter-part 
of the inductor; the effect of the current was determined by 
measuring effects of a series of impulses at proper moments.” The 
time of turning the inductor was two seconds, while the period of 
the needle was one minute. This would tend .to reduce 8, this to 
increase R, and hence to decrease the length of the column, which 
was found by comparison with a Siemens unit; the same unit 
‘was compared with mercury. | 


- Mascart thinks the difficulties of this method inspire with doubt 


the results thus obtained. Experiments: near the magnetic equator 
would, Lord Rayleigh points out, decrease the effect of level: error. 
Wiedemann thinks this method is to be recommended for final 
determinations. Rowland criticises the method. . .. = | 


The results obtained are: 54e 


III.— Method of British Association Committee.. 
R=7? N2aQ cot. 


The only measurement, apart from. corrections, is that of:mean 
radius. The corrections, however, are important, for the self-induc- 
tion of the rotating coil requires to be known, while the magnetic 
field_in which the coil is moving is modified by the presence of the 
magnet at its centre, so that the magnetic moment of this magnet 
has to be determined. In order to reduce the amount of this correc- 


tion, this magnetic moment is made small, and this :again leads to 


The following difficulties are urged by Wiedemann:. _. 

(1) Correction due to self-induction. (2) Difficulty. of levelling. 
(3) Want of steadiness from draughts, etc. (4) Small magnetic 

In reply, we may say that | 

(1) Can be corrected for. 

2) Level error common to several methods (see IT. above). 
3) Effect can be eliminated by experiments with open circuit. 
4) Theory of the correction is very simple; a knowledge of M/H 

The method: was used by Lord ‘Rayleigh, leading to the result, 
106-24. - It was: also employed: by H. F. Weber, who used rotation 
about a horizontal-diameter in the magnetic meridian to avoid the 
correction depending on’ M/H. ae | 


IV.—Foster and Lippmann. 
R=27°2 = cot. N N! 


A rotating coil is used, but contact is made only at the moment 
when E.M.F. is a maximum, and E.M.F. is balanced by that due to an 
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external current through a known resistance. . Observations have 


been recently carried out by Wuilleumeier by this method with 
modifications. He used the induction from a long spiral, MN (see 
figure), 2 metres long 30 cm. diameter, placed east and west, wound 
with one layer of wire 2 mm. in diameter. A coil, C, wound on a disc 
of hard wood, 20 cm. in diameter, rotates in this, and the circuit is 


closed when the E.M.F:in this a maximum ; the E.M.F.thus pro- 


_ duced is balarfced against that produced in the current in the spiral 
when flowing through a resistance, -R, the action of the éarth’s mag- 
point, A, of R, is in connection 


netism being compensated. One 


with the coil through E, the other end is straight, and a movable 


contact is established at Ai, A. etc. Corrections for its ends are 


obtained by shifting the spiral coil. The resistance: of -R was about 


‘3 ohm, made from a strip of German silver of rectangülar section 
34°72 metres long, 1 cm. broad, ‘3 cm. thick, immersed ih naphtha. - 


Ay 


‘ 3 . 
| A 
| 
. 


The primary current was 12 amperes. A Lippmann electrometer : 
was used. The E.M.F. was nearly ‘four volts. The diameter of — 
the rotating bobbin was 20 cm. Hence, error of ‘1 mm. in mean - 

radius makes-error of 1 in 1,000. The formula assumes spiral to 


be uniformly wound. Result is 106:267. 


“Set @ magnet in a coil. The motion of the magnet sets up 
currents, which ‘react’ on the magnet and damp it. A relation 
can be found between these currents, and the rate of damping. To 


20 being logari 


_ @ has to be compared with the constant of another coil, becanse of 

the size of the coil.. Let be the ratio—. 


‘Where: A is the radius of standard coil, N the number of its turns, 


athe deflection which the magnet produces in Gauss’s first position 

when at a distance, r. 
* Further corrections are required for length of magnet, and for the 

one as to the distribution of its magnetism and for self-in- 
uction. 

In the opinion of Lord Rayleigh and Rowland, the final formula 
is enough to show that the method cannot compete with the others. 
Other difficulties are that calculation assumes the arc of oscillation 
is small, G.is not independent of the displacement. _. 

Currents are set up in the magnet, which affect its motion. A 
correction is required for temporary induced magnetisation due to 
action of current, this may be appreciable. - In general there are 
difficulties in applying the theory, « 

The method was used by H. F. Weber. His magnet was 8 cm. 
long, his coil.16 cm. in radius; G was calculated, a uniform dis- 
tribution of magnetism.being assumed... 

- Dorn introduced corrections: to the theory ; he found G by com- 
parison with a large coil, compared result with a Siemens unit, 
verified by Strecker; his magnet was 17 cm. long, closely sur- 
rounded by the coil. Wild suspended the magnet bifilarly ; it was 
29.cm. long, and the coil closely surrounded it ; a resistance-box was 


Kohlrausch’s magnet was 20 cm. long, with brass ends. -The coil 
was close to it, G was compared with that of ‘a large galvanometer. 
Resistance compared directly with a tube calibrated by Strecker, 


106°24 


VI.—Lorenz Method. 
R = n M. 


The main difficulty lies in the calculation of M. This is more 
easy than in I, for the disc can readily be measured. 

In Lord Rayleigh’s apparatus an error in the radius of the coil does 
not greatly affect result. Further increase of size possible and 
desirable, ‘The smallness of the effect, and therefore of R is not fatal. 
See Lord Rayleigh’s observations, 


: !Phermo-electric effects can be Compensated for. 


Results : 


. Lorenz value is-too low because of the size, of the mercury tubes 
used by him. 


- ««-'The ‘resistances were compared with a Siemens unit, and in the 


ease of Roiti with one of Strecker’s coils. pa 
‘The results are: Pe 


| Methods. 
The results by these methods cannot claim any great accuracy. 
Having thus completed the review of the methods, we must look 

at the results; and after what I have said, we may, I think, reject 

all work previous to 1882. . FL PS 
The results of H. F. Weber are manifestly too low, while serious 


_ doubts attach to the methods of Roiti and Himstedt. For Weber's 


first method, the early results of W. Weber and Zollner may be 
omitted compared with those of G. Wiedemann, while the: results 


given by'the method of damping will be sufficiently represented by 
_ >: the work of F. Kohlrausch, who alone of those who used this method 
_ “¢ompareéd his results with the resistance of mercury directly. 


: The experiments,of Lorenz will not, I think, stand rigid criticism, 
while, unless I am much mistaken, Lenz, who also used Lorenz’ 
method, has only published results and not details. 


“We are’thus left with the following list, including the results only 


of those who have made both the mercury and-the absolute deter- 
minations :— | | 


” If we take in Lord Rayleigh’s results for the value of the B.A.U. 
in ohms, for 100 cm. of mercury in B.A.U, the value ‘9535 instead - 
of “9541 given by his own experiments, we get, instead of the values 


~ 106°21 and 106°24 the values 106°27 and 10630. The mean, then, 


of the whole would be 106°29. If we include the three numbe 
(9, 10, 11) of the table, we get the value 106°30. | | 
It seems, then, to me, that the number 106:30 certainly exp 
the true value within one or two in 10,000, and that the time has 
come for carrying the conclusions of the Paris Congress one place 
The establishment of the new standardising laboratory calls for 
some authoritative expression of opinion here in England. Are we 
repared to express our opinion ? eee 
In 1886, the Standards Committee agreed, on the motion of Sir 
W. Thomson, (1) to recommend for adoption for a term of ten years 
the legal ohm of the Paris Congress as a legalised standard sufii- 
ciently near to the absolute ohm for commercial purposes, and (2) 
that at the end of ten years, the legal ohm should be defined to a 
closer approximation to the absolute ohm. — on 
The Government took no action on this matter, and the opportu- 
nity is afforded us of revising, not in ten years, but in four, our pro- 
visional snggestion. Shall we replace the 106 cm. by 106°30 cm. 
For my part I should be guided greatly by the amount of accept- 
ance that such a decision would meet with. If Prof. Rowland and 
Prof. Barker, who was with us in 1886, can tell us that they would 
agree in recommending the Government of the United States to 
adopt the same view, and if Prof. Mascart thinks that such a course 
would meet with the approval of himself and his distinguished 
colleagues in France, I should be heartily glad of it. | 
If, on the other hand, they press for further time in order that 
experiments of a higher degree of accuracy, which can no doubt be 
attained, though probably at great cost, may be carried out, I 
should deprecate the Committee coming to any conclusion which 
might pledge them to a number which does not meet with general 
acceptance. 


Discussion. 


‘Prof. RowLanD (America) said, as one of the members of the 
United States commission for the determination of the ohm, the 
matter in America was entrusted to me. The commission con- 
sisted of Profs. Barker, Trowbridge, and myself. The experiments 
were carried on at the John Hopkins University, under my super- 
intendence, with considerable. appropriation from the United 
States Government. The experiments have been going on for 
many years, and we have continued to experiment down to, the 


- present time, and, indeed, the whole matter has been gone over by 


one of my associates, Dr. Duncan, Professor of Applied Electricity 


+ 
| 
VIL —Roitt and Himstedt.. 
Thére’is’a difficulty in having many contacts, for if the contact does 
not last all the time supposed, 8 would be too small, R too large, L 
and the length'of column too short. There is also an important cor- 
| Es | - rection for the ends, and the assumption is made that'the coils | 
are uniformly wound. Another difficulty is the theory of the 
a lvanometer under such discharges. 
| 105°89 | 
| 
| 
| 
| 
| 
| | 
| | 
| | 
| 
| 
| 
| 
| 
| 
| The results are : , 
| 
| 
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and he, with his students, has détermined not only the absolute 
unit, but also has made a complete determination of the mercury 
unit. Unfortunately, I cannot bring figures, as I have been 
travelling for several months, but they have been gone into, as I 
said, very carefully, and, if T'recollect rightly, the number, 106-32, 
‘has been slightly diuiitished. Mr. Glazebrook’s criticism, ,how- 
over, has been so éxhaustive that I can add very little with respect 
‘toit. As to which are the best methods, there are very few who 
will dispute that the method of Lorenz is the best for this deter- 
‘mination. You havé a very. definite quantity to measure—the 
diameter of a revolving disc, which is a very defitite quantity— 
and then, as Lord Rayleigh has shown, the determination can 
‘be made, so as to almost entirely eliminate the radius. effects 6f 
the coil, that is the most important feature of the experiment, 
because nothing is undetermined ‘in the experiment, such as the 
radius of the coil of wire. You wind the coil in the groove, but 
‘as to where the different wires are in the groove it is imporsible 
to determine with any very great accuracy ; so, if we can eliminate 
‘this quantity, we can get more accurate results... Therefore, all 
experiments which depend on the square of this quantity, as, 
for instance, when you have revolving coil, I think all have this 
source of error. | 
‘would be perfectly willing to recommend the figures, so far 
determined. Those who were connected with the commission will 
‘recollect that the United States never recommended to the 
‘Government any figures whatever. The 106 decided on by the 
Paris Conference was never accepted by the United States, even 
provisionally, and therefore the matter has been left entirely open 
-to the present time, because we felt that you in. England would 
come to some figures of this sort. We are now prepared in 
‘America to recommend some figure based on the result here given, 
‘and I may mention that the Superintendent of the Coast Surve 

has intimated to the committee that they are willing to establis] 

‘a bureau of electrical measurement, under the -charge of the 
United States Coast Survey. I do not’ cape they will take up 
many units, but at least they will take up the unit of resistance, 
if they have the sanction of the United States Goverriment. _’ 

Lord RayzerGu said that it made him feel very antiquated to 
see his name at the head of the list of 18 determinations of the 
ohm. He thought Mr. Glazebrook was quite right to begin where 
‘he did, because before 1882 the results obtained were , compara- 
tively wide. At that time discrepancies of 3 per cent. existed. It 
was very satisfactory to find that now. the whole question. was 
‘narrowed to one in a thousand instead of three in a hundred. 
Certainly, looking at those figures, and listening to Mr. Glaze- 
brook’s able exposition of the methods followed by various 
‘observers, it looked very much as if the tiumber obtained by 
“himself for the specific resistance of mercury were a little in 
error. That number, ‘9541, was higher than those found by 
recent. experiments. The only difficulty he found in aecepting 
‘that view was that he found the observation exceedingly. easy 
to make, and probably, for that reason, hé was wrong. But still, 
he was not conteht with an agreement between the first two or 
three measurements. ‘The experiments were protracted for a 
considerable time, and considerable variation was used ‘in pre- 
paring tubes, and the degrees of concordatice. in the results 
“was very great. Certainly, at the time, he would have thought 
‘it extremely unlikely that any repetition could have altered 
the figures ‘9541 into ‘9535, or whatever was thought most 
probable. At the same time, anybody who had had any 
experience of that kind of ‘work must know that unexpected 
errors did creep in. Since the publication of Mr. Glazebrook’s 
paper upon the subject, in which to a great ‘extent the 


same method, and even the same apparatus, was used as that 


which he (Lord Rayleigh) employed, he had gone into the matter 
very carefully, in the hope of, perhaps, finding where the difference 
lay between thew. But he had been unable to find any error in 
the work which led him to the higher number. The-notes of the 
experiments were nearly complete, and it was as edsy to make the 
‘calculations now as at the time cf the experinients. He could not 


explain the discrepancy, unless there had been a shifting in the — 


standard coils themselves, in comparison With Which the mercury 
‘tubes were observed. Mr. Glazebrook had shown that if they dis- 
carded that number (9541) and sub:tituted for it the recent com- 
parisons of mercury with the B.A: unit, then the absolute numbers 
that he (Lord Rayleigh) obtained for one B.A. unit would lead to 
very nearly the same results for the length of the mercury column 
as had been obtained by others. It’looked as if the general 
balance of evidence was ‘in favour of 106:30, which Mr. Glaze- 
brook had taken, although he might be sanguine in suppdging 
that we are confident of it to two parts in 10,000. , He ‘was 
in commenting upon Lotenz’s work, to say that hé had not taken 
not quite sure whether hé had rightly undérstood Mr. Glazebrook, 
account of the mannér in which a current would énter ‘a wide 
column of mercury from a wire. It was à good many years since 
he had taken this into account. He had a distinct impression. of 
functions which would represent the mannér of divergétice, At 
any rate, he must have been quite on his ‘guard in that matter. 


‘He (Lord Rayleigh) was sometimes inclined:to think that a ‘little | 


too much importance was attached to the expression of the resist- 
ance of mercury absolutely. Suppositig that they could be quite 
sure the length of the column of mércury was 10630, what use were 
they to make of the fact? An electrician, in his daliot tory, did 
not find it easy to set up a mercury tube, and to obtain results by 
that method. ‘ In a factory, it would be still more ‘unlikely that 
mercury would be employed forthe purpose. Practically, to make 
use of the determination, they must have a wire. Hé was.in- 
clined to think the numbers expressing the B.A. ‘anit were quite 


I think the Commission of the United States . 


that they in Anieri 


Poa 
€! 
« 
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a9 important as those into which, mercury, enbered. - Mr. ( 
brook explained that a wire t 


méasure, and then the’ comparison was: 


‘wires, but it was réally the wi 


for stan ire tha 

practical purposes, and. th yught 
ould be attached to. the fifth co figure 
he only other hing. 

not quite. unde 


resu 
which did not include the Having 
considered to be entirely i 


the legal ohm, although it has never been legalised in Engl 


by 


dependent ‘as to whether 106, which is dignified by the ri 
add 


standard led to the suggestion vf Sir William’ Thomso 


States would be very glad to adopt 106-3, which ‘the commiittée.o 
the’ B-A. recommended for adoption as the Tt would he & 


great satisfaction if Prof. Mascart would secure ‘alas 
taneous action in France in the same diréction.. They in Am 


stituted; and the name of Coulomb for quantity. At as, time, 


support them in getting in the name of Franklin soniewheré,. : 
omrson said he was afraid might.bé 
bat. 


be a pattisan. of 106. He bégged to say t 


a 


and instrument makers to. bé left to the Blcmaae “anit. ‘Thé two 
emens, 1d William, were” present, and 

very much desired’ that a mercury unit should pe. it 
ood, ns for “keeping it, 

reasons to which Lord Rayléigh alladed, and ‘which thay 


servers present (and there w wh 


oily. too glad to.see that. four years Had done the 
he cordially agreed with Mr. Glazebrook, Prof. Barker, and Prof, 
Rowland in feeling very thankful indeed that the British ek. 
ment did not take any action on. the resolution,.of the ..B,A 
committee adopted four years. ago. He cordially agreed, in, the 
me the fixing the standard 
 hearer (Han : 
moré than 106:2, and 


| 
| 
| | 
‘Was very important, no doubt, to make CAAG, compariso | 
8 a3; to | 
| ‘Was that. hedid | 
importance is | 
: attached to the determiüation of the ampère as to the deferniing- 
tion of the ohm, They had there a long series of determinations | 
on the subject of the ohm, So, far as. he khew the : revetved 
3 ampére depeided upon only two sets of obs ns, those, of 
| Prof. Kohlrausch and himself, It. was true that it -was.more 
| difficult to define the ampère than the ohm, but;it was as 1m- | 
| portant that it should be defined; and he would suggest to those | 
| who still felt inclined to experiment -on: phe salyeps. of electrical | 
| units, to repeat the moasurement of the ampère, feeling thatthat | 
3 is perhaps liable to greater uncertainty than attached to the ane t 
7 Prof. BARKER (A great, gratification ! 
| reception they -had met with. He had been. ‘struck ‘with the | 
| clearness and justness-of the statements of Mr. Glazebrookin | 
| regard to the matter. It.had been placed before them:iän such |! 
@ manner that the thanks of the section were due tohim. He felt | 
an anoaialons position in | 
; the ohm. When the Congresd of 1881 determined to énbmitto | 
experimental; determination in the: various ‘countries, thé’ work 
| was undertaken on behalf of the United States by their | 
| ‘committee under the presidency of Prof. ‘The work 
q occupied some time; and was made with a great deal’ of Gare, 
à in Consequence it was not completed when the meeting of 1884100k  ! 
F place. They (the committee) petitioned for a. further postpone: | 
ment, in order to enable the results of. the American experiments |: 
3 to be presented at the Paris Congress, This, however, was Dot | 
should not be legalised. As Mr, ; Was 
HS that the English Government took no action in regard tothe | 
matter. He (thé speaker) atténded the meetings of the Som- | 
a mittee, and he supposed the pressure of having some ;legälise. | 
a n that 106 | 
a ‘should be adopted. ‘At that time probably igure caine up to | 
fe their: knowledge, but now was an opportun time to take leg: | 
| action. He séconded Prof. Rowland’s opinion that the Unité ; | 
. were very much indebted Lo ishm Or the work a om- 
plished’ here, more to’ the’ various committees of the 
: ‘B.A. He. might be ‘allowed to refer to another matter, acarcely 
germauë to the subject. tinder discussion. Jt would be remem- 
| bered that at the Paris Exhibitien of 1881 the nawé of Weber was 
some kort of representation, _ “he. suggested: né 
Franklin for one of the units, which was seconded hy. ek 
| Mascart. This, however,-was not done, and bé wished to bay that | 
| would in the matter of the if it would 
They fought hard for 106-25 at the Paris Congréss, but the Case 
urned OÙ D6 Or no ng :. and for the whole Gérinan sciér ists | 
sidered oO grea mports Lne. Il QUI y, UUIL. 
‘adopted, and the question was hôW many centimetres, instéad of 
the Siemens 100, was to be tak | 
| happened that there were n6 ob | 
4 considerable number of distin’ | 
; and Italy), but no observers whose results went above 106; the | 
| average of all the results before the Congress came to 
almost: exactly. 106. He: Rayleigh's::were 
worth all the others put, together, «and he ‘believed ‘that. he 
3 persuaded the maas of, the Congress:to that. fact, | 
ue could not bring them to the point of voting. When four years 
ago he proposed the ten years period, and that was carried by the 
B.A., electricians did not live so fast.as.they: did: now, and -he-was | 
| 
| 
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number, it was much better than 106. It was within 1 or 2 parts 
in 10,000 of the true value. One word about the B.A. method. He 
did not know that there would be any proposal to go on with any 
more elaborate methods, but if any more great experiments 
were to be made, he would just say a word for the B.A. 
_ method that they had not yet seen all that it could do. He 
spoke of that very question with Clerk-Maxwell, about levelling 
and sensibility, and it was obvious that the right place to do 
the experiment was the equator, and-Clerk-Maxwell was ready 
to go there to do it; and he (Sir William Thomson) believed that 
if ci had been ‘spared he would have kept that in view. Going to 
the equator would at once increase the sensibility in the ratio of 
the horizontal force at the equator to the horizontal force in 
England. It would absolutely do away with all trouble in 


respect of level. He hoped, if any more observations were made, 


the B.A. method would be kept in view with that fact, that results — 


at the equator would be more accurate than it was possible to get 
with observations made in Leeds or at Cambridge, where they had 
been made. He called attention to the remarkable agreement 
now between the results of several observations obtained with 
such very different methods. It was quite surprising to find all 
come so close to that 106°3, when they considered the great 
difference between the methods. 
Mr. Preece said he thought to a certain extent he must accept 
the responsibility of having advised Her Majesty’s Government to 
decline to accept the 106 as the legal unit in 1886, and the reasons 
for that course were very powerful and very numerous. Any 
change that would have then been niade would have meant 
most serious expenditure. The number of apparatus adjusted 
to the B.A. unit, not:only in this country but in the colonies 
and all over the world, was so enormous that any change 
made would have been a matter involving one costing many 
thousand pounds, and one that would certainly result in another 
change within ten years. There is no doubt it would have been 
wrong then ; on the other hand, there is equally no doubt that at 
the present time we shall be perfectly right in making a change. 
After hearing what has been said on the subject, he would not 
have the slightest hesitation in recommending 1063 to the 
Institution with which he was connected as representing the 
true ohm. They must remember that although it might 
not be absolutely accurate, it was as accurate as most 
measuring instruments, in some cases far superior. In reply 
to Lord Rayleigh’s question why we did not measure the 
ampère, the measurement depended not only on the accuracy of the 
ohm, but also on an accurate knowledge of the measurement of the 
volt, and when they had the volt represented as accurately as the 
ohm, then, perhaps, they might fall back upon the ampere. At 
the moment, the only measurement of the unit, E.M.F., was the 
‘measurement made by Lord Rayleigh himself, and he did not 
think that as accurate as the mean results brought before them 
that day. Although the discussion before them took in view 
general electrical units, he did not wish to raise any question 
except.on that of the ohm, still he wanted gentlemen present and 
electricians to take into consideration at some future day the 
entire alteration of the volt. It was a most unfortunate thing” 
“that the volt was taken as equivalent to 10° C.G.S. units. It 
had been done so because the À pea ange volt and the E.M.F. 
of the Daniell cell were very closely allied. But if the volt 
had been made 10° instead of 10°, then their practical unit 
of current the ampére, would have been exactly the same 
as the unit C.G.S. that is now nearly always used in enquiries, 
so he felt quite sure that the day was not far distant when 
all electricians would have to take into consideration the 
enlargement of the volt, and it would be beneficial in en- 
larging the other units at the same time. To take an instance, 
there was the watt, this was too small to use; as the unit 
of the power they had to call it the kilowatt, and because 
it was called that it did not go down so smartly as if it had 
been called the watt. If they raised the volt to 10° they would 
also raise the watt, then the watt would become very nearly a 


power scientifically accurate, and so closely allied to existing 
units used by engineers in general that the ridiculous horse- 
power would be driven out of existence, and the watt used 
instead. With regard to Professor Barker’s suggestion as to the 
name of Franklin, they all agreed that if it was possible to slip in 
the name they would, but it was not the only name they wanted 
to slip in, there was Henry which had been suggested in America 
as the unit of self-induction, he could promise Mr. Barker that 
if any new nomenclature was wanted the names of Franklin and 


Henry should receive consideration. . Se 


The following discussion took place on M 


essrs. Lawrence and 
Harries’s paper “On Alternating Currents in relation to the 
Human Body,” and Mr. Wilson Hartnell’s paper on “ Fire 
Insurance Rules,” published last week. | 


Mr. Preece said the two papers 
which was at the present time of great importance, that is, the 
danger to person. The way in which Messrs. Lawrence and 
Harries had worked at the question from a personal point of view 
was a right one. They had attacked the question in a scientific 
manner, very gradually accumulating well assorted facts, and very 
gradually hay Neggpne to understand how the human frame became 
influenced by the currents, and the result to a certain extent 


read touched upon a question 


man power and à of horse power, and they would obtain a unit of | 


ELECTRICAL, REVIEW. 


ai, 


currents were so much more painful than continuous currents, 
and also startling to find that thèse sensations of ‘discom- 
fort could be produced with such ridiculously little currents, 
Those who had spent their lives, as he had, in the practical appli- | 
cations of electricity, knew something about the effects of shocks, 
He supposed, in his career, he must have received a million 
shocks, or perhaps more ; at any rate, when those two gentlemen 
read their paper before the Institution of Electrical Engineers, he 
was conscious of the fact that the severe shocks they had expe- 
rienced were due to such ridiculously low currents. Small as the 
currents were, they possessed a danger; not that the currents 
themselves would hurt, but that the reception of a shock would 


 fcighten a timid person and probably cause him or her to fall 


down, and produce, as is often the case, a stoppage of the heart 
and death from other causes. The subject of the danger of 
currents was brought up last year. at the meeting at Newcastle, 
and it led to considerable discussion. In the address, he ventured 
at that time to point out how extremely unscientific and inaccu- 
rate any attempt to introduce electricity for executionary pur- 
pee was until they knew about its influence, and the result had 

ally confirmed his doubts of the whole matter, and they had seen ~ 
that they scarcely knew what they were going to do; and 


from the papers before them, they had a greal deal more 


to learn before they dared to use electricity for the pur- 
pose of execution. There were many. points he would 
commend to the notice of Messrs. Lawrence and Harries before 
they had thoroughly thrashed out the matter, one in particular was 
the effect of electrostatic charges on the human frame, and also the 
effect of self-induction of electro-magnetic apparatus, through the 
sudden rise and fallof thecurrent. Continuous currents rose very 
gradually, and did not influence much the human frame, but if a 
current rose suddenly, they would be certain to get severe and 
serious shocks. Complimenting the readers on their paper, he 
did not think the effect of such papers would be to increase the 
timidity of the public in the use of electricity, because after they 
had shown the currents were dangerous, it was equally easy to 
see that they could be absolutely safe, and while an alternating 
current of 100 volts, with a frequency of 60 or 70, might hurt them 
very much, there was no reason why they should receive a shock. 
The dangers could be made simply inocuous by placing the wires — 
out of reach. He could scarcely agree with the views put forward 
by Mr. Hartnell in regard to the fire office. The rules were made 
for their own guidance, and: not for the benefit of electrical engi- 
neers and contractors. He considered Mr. Hartnell had referred 
sufficiently to the question of bad joints, which was a frequent . 


‘source of danger in houses in generating heat. Insurance offices, | 


or the majority of them, had acted upon the rules of the Institu- 
tion of Electrical Engineers, which were carefully drawn up. In 
conclusion, the speaker drew attention to accidents which might 
occur through leakage where moisture had fallen. 3 
Sir FREDERICK BRAMWELL was not able to follow Mr. Hartnell 
in what he would call the basis of his paper. He understood it to 


_ deal with a certain size of wire as being competent to carry, and 


- have been. He tho 


| was startling ; it was startling to find that alternating indistinctly heard. 


to continue to carry, for an indefinite time, and under all circum- 


- stances, a certain current of electricity without the danger of a 
certain temperature being attained. It seemed to him that the 


heat would be developed regularly during the interval of time, and 
the temperature would continue to increase until the dissipation 
of heat from the surface of the wire was carried off. It was doubt- 
less wrong to give the size of wire to carry a certain heavy current 
without knowing the incidents of the surroundings of that wire. 
He would have Jiked to have taken one of Mr. Hartnell’s wires and 
surrounded it with asbestos and then see what the result would 
ught the author of the paper omitted the very 
important consideration of the surroundings of the wire carrying 
the current, this should be taken into account. They could take 
a glow lamp and hold it in one’s hand, but if they wrapped it in 
three or four thicknesses of handkerchief they would set it on fire. 
Therefore, in all these experiments the considering how far those 
who made the rules were reasonable in those rules, it was well to 
bear in mind the circumstances of the surroundings. | 
Major-General WeBBee referred to the rules drawn up by the 
committee of the institution, and said this was done to avoid any 
conflict. They laid down principles and left the bye-laws to be 
drawn up by the companies. He considered the prominence which 
ad been given to the subject in the Times was to a certain extent 
detrimental to the industry. It made people imagine there was 
something very mysterious in the dangers likely to arise. Had 
the dangers of gas been placed before the public in the same way 
as the dangers of electric lighting, very little gas would have been 
in use. The rules in existence at the present time were amply 
sufficient for all parpones. He felt that the use of casing, except 
in certain cases, would gradually die out. The companies in in- 
sisting on casing between floors and ceilings were doing themselves 
considerable harm. The speaker then referred to the rules pub- 
lished in his British Association paper last year. fe 
Mr. Kapp considered that although the current density rule was 
a very unscientific one, yet it worked very well in practice. | 
Dr. HARRIES, in reply to the criticisms passed upon his paper, 
said the resistance of the body depended on the contact and upon 
the state of moisture. Smaller currents unusually caused a great 
deal of pain, the larger one causing unconsciousness so quickly 


that no pain was felt. Hedid not propose to enter into the matter 


of execution, but they had a good deal to learn before they could 
safely say that a certain current would kill. The recent affair in 
America was, in his opinion, bungled in a fearful manner. 

Mr. HARYNELL replied to remarks made upon his paper, but was 
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ELECTRICAL REVIEW. 


TESTING IRON. 
By J. Swinsurne and W. F. Bourne. 
(Read before Section A, Leeds, September 9th, 1890.) 


practical work iron has to be tested as to its permeability and 
= A the loss by hysteresis. As regards permeability tests, the 
ordinary ballistic galvanometer method can, of course, be used ; 
but a ballistic galvanometer is not a convenient instrument, aud 
the method is two slow for practical use. It may, therefore, be of 
interest to describe the apparatus we use commercially. It is the 
development of a method devised in 1886. (See Phil. Mag. July, 

The various samples of iron are obtained in the form of wire, 
and made up into rings, being wound on a former kept for the 
purpose, so that all the rings are alike as to dimensions. Before 
winding, the specific gravity of the iron is taken by we hing, 
and the specific resistance is measured, The ring is weig hed to 
get the volume of iron, and is then wound with suitable primary 

The arrangement is shown diagramwatically in the annexed 


figure 


Le” 


| : 


The circuit from secondary: cells is led through an adjustable 
resistance, then through an ammeter to a commutator, resembling 
Brillouin’s, which is driven by a belt from any shafting that may 
be near. The circuit is led through the primary to an induction. 
box to the ring under test, and then back to the commutator. 
The circuit is then led back to the cells. The induction box con- 
sists of a primary coil, standing on end, and a number of secondary 
coils arranged so that the mutual induction is the same for all of 


them. The secondary coils are led to buttons, and the switches 
include them by ones or tens, making the readings in steps of one 
per cent. of the highest. The primary of the sample ring is in 
series with that of the induction box. The secondaries are coupled 
so as to oppose each other, and arranged in circuit with a second 
commutator; a Varley, or, as it is more often called, a Deprez- 
d’Arsonval galvanometer, being inserted in the circuit. The two 


commutators are, of course, on the same spindle. The adjustment 
of the induction box was carried out a3 follows: The coils were 
roughly calculated to give a mutual induction a little in excess of 
a convenient round number per turn of secondary. A cylinder of 
a known diameter with a known number of turns per centimetre 


in the primary, and a known number ofgturns in the pilot ra 


was taken, and put in the place of the sample we and its mutual 
induction measured with the induction box, To allow for the 

error due to the shortness of the cylinder of the standard coil, it 

was slipped out of the pilot coil, an moved exactly half its length 

in a direction along its axis, and a new ing taken. This 
reading gave the error due to the ends of the cylinder. A shunt 
was then put across the primary induction box, so as to make the. 
readings come out in microhenrys. 

To test a sample of iron all that is necessary is to alter the 
mutual induction by steps, and to pee the galvanometer to zero 
for each step by means of the adjustable resistance. As the gal- 
vanometer is dead beat the readings can be taken in a few minutes. 

The importance of loss a An soap in alternate current work 
is only now beginning to be fully realised. There are several 
ways of measuring the loss in transformers, but none of them 
seem satisfactory. Sometimes the transformer is put in a calori- 
meter, or else it is assumed that the pressure and even the exciting 
current vary harmonically, and have a so-called “angle of 1 
The published efficiencies of most transformers are got by find 
the loss from the copper resistances, and neglecting the loss in iron 
altogether. There is still another method, and that is taking the 


curves of pressure and current. Prof. Ryan has been si 


succeseful in this with a modification of Joubert’s method. 


Tests of transformers by means of lag on ge and calorimeters 
have been published by Profs. Ferraris and Ayrton, and Major 
Cardew. As the loss in a transformer can be divided into the loss 
in the copper which varies as the square of the load, and the loss 
in the iron by hysteresis and Foucault. currents which remains. 
constant, these results can be checked. The results published, 


Le ayer. tie 418 nan. Anat * 


as obtained by these experimenters, show inaccuracies that wake 
them quite valueless. The loss in the iron in Prof. Ayrton’s 
riments varies 160 per cent. of its sittalleat value, while Prof. 
Ferraris’s cores give out power workifig as refrigerators. (See 
article “On Induction and other Things,” Exzcrricat Review, 
October, 1887.) | 
There is really little reason for measuring the loss in a trans- 
former ; it is much simpler to measure the loss in the iron. No 


one would think of measuring the loss in the copper by means of 
a calorimeter or angle of lag method. All that is needed is to 
measure the effective current and multiply its equare by the resist- 
ance, the resistance being determined from the specific resistance 
of copper, or by direct measurement, Similarly, in the case of the 
iron, it is best to determine the qualities of the iron once for all, 
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ond} > 9 the efficiencies of all transformers made of it can be 
0 | 
We use the same rings as for the permeability test, but do not 
employ the secondary wires. The loss of power at various fre- 
uencies and inductions is taken with a wattmeter. It is some- 
times supposed that a wattmeter cannot be made with little 
enough self-induction to read accurately. If there is much self- 
induction in the pressure or shunt circuit, the reading will be 
lower than that with a direct current if there is no self-induction 
in the circuit in which the waste of power is to be measured ; but 
if the current is behind the pressure, as in measuring the loss in 
iron, the wattmeter may even read too high. We therefore de- 
signed a special instrument, which was made for us by pupils of 
the London College of Electrical Engineers. The current coils are 
ed, and the moving coil is suspended by a fine wire, with a fine 
spring at the foot, to take the electricity out again. The moving 
coil has few turns and little self-induction, and a large. non- 
ductively wound resistance is in series with it. This wattmeter 
can be read with a mirror, if desired; but with 2,900 ohms in 
series with the pressure coil, it gives a torsion of 2° per watt on 
a non-inductive resistance. The series resistance is not wound 
with a looped wire as is usual in resistance boxes, because this 
method is not good, the insulation being apt to break down. A 
single wire was therefore used. When one layer was wound, the 
bobbin was reversed in the lathe, and the next layer wound in the. 
ge direction, a thin layer of insulation being put between 
1e layers. This method secures absence of self-induction, and 
good insulation, as the beginning and end of the coil are kept well 
‘apart. The readings are taken by bringing the index back to 
Zero the suspension, so that the mutual induction of 
the coils is zero, as the coils are at right angles. 

The self-induction of the pressure coil was not directly mea- 
sured, as that would give us no useful information, as we do not 
know the variation of the current and pressure of air dynamos. 
They certainly do not vary harmonically, and at full load the pres- 
sure rises slowly and falls suddenly in each half period. 

The wattmeter was therefore subjected to a severe test. Read- 
ings were first taken with direct currents on a resistance; readings 
were then taken on the same resistance with an alternate current. 
This resistance had very little self-induction, so that any self- 
induction in the pressure coil should lessen the reading, by making 
the current in the pressure coil lag, and also by reducing it. The 

reading with the alternate current was 2°1 per cent. less than with 
the direct. ‘This figure is entered in the note-books, but though 
it is too small to matter in our work, it is larger than it ought to 
be. The next test was to measure the power taken by a coil with 
the same current and same pressure, but with no resistance and 
large self-induction. It is difficult to make up a coil with no iron 
core to take 50 volts and 10 ampéres with no appreciable loss by 
resistance ; we therefore took a hedgehog transformer, and 
_ measured the power taken by it. The reading was taken with £0 
volts and 4°2 ampéres. If the pressure coil had any appreciable 
self-induction, the reading would be considerable; it might, in 
fact, be anything up to about 200 watts. The least self-induction 
would increase the reading enormously. The reading was 11 watts, 
and the calculated loss by copper and iron in the transformer 
with only 50 volts on its pA <0 

practically correct. Letit be supposed, however, that the loss in iron 
was really less than this, and that the loss was two watts less than 
the reading. This is an extreme assumption ; but we may see how 
much such an error would affect our readings of the sample rings. 


The assumed error is 1 per cent. of the product of the pressure | 


and current. Now, in the case of a cl iron circuit the power 
is about half the product ; so this would lead to an error of 2 per 
cent. in the loss in the iron. In a closed circuit transformer the 
loss in iron is, roughly speaking, 10 per cent. at full load, and 
about 40 per cent., to take a low figure, taken over the day; so 
‘that the error would be 0°2 per cent. and 1 percent. In the hedge- 
hog form the loss in iron is about 1°5 per cent. at full, and 15 per 
cent. at all day loads; so the errors are ‘03 and 0°3 per cent. 
respectively, which are too small to matter. As a matter of fact, 
they are much less than the various errors of observation that 
creep into such work. Measuring the power in an open circuit 
transformer is also a most difficult case, for the least self-induction 
then gives rise to the largest error ; in measuring the power in a 
dosed circuit ring the errors are less. | 
We give a number of curves of permeability and of / £ dq per 
cubic centimetre for different samples of iron. These are practi- 


cally the same as curves of f/rdu; but fzd Q seems a better 


way of writing it, as f 14 H can scarcely be said to have any 
physical meaning, and has even had the effect of not suggesting 
that the reversal involves waste of energy; indeed, it seems to 
have rather disguised the fact. oa 

In completing these curves some corrections have been made. 
The wattmeter absorbs some power itself, as the pressure coil 
circuit is led through the current coils. We might have compen- 
sated for this in one of the ways described to Section A by one of 
us in 1887, but in this case did not think it worth while. The 
Foucault current losses are also corrected. The losses in the 
wires themselves can be calculated with rigid accuracy, as 
explained in a paper on ‘“ Transformer Design,” which one of us 
had the honour of reading before Section G last year. There 
might also be some loss by Foucault currents, due to imperfect 
insulation between the wires of the core. The insulation is, 
however, too good to allow this; in fact, the resistance between 
two wires, about.an inch apart, runs into ohms, the measurement 
being seven ohms in the particular example taken. The losses by 
Foucault currents are frequently over-estimated by writers on the 


was 10°3; so the wattmeter is | 


subject. If the specific resistance of the iron is known, they can 
nearly always be calculated with much greater accuracy than they 
can be measured. The loss by the copper resistance is also 
allowed for in the curves, Though it is generally the practice to 
give all the steps in a paper like this, we think it better ‘to give 
the results only ; for, though the paper then looks less imposing 


than if full of curves and calculations, it is more likely to be 


useful. . 

: We have not yet tested the same sample at very different 
frequencies to see if there is any time lag. From the compara- 
tively small loss at high frequencies, it is not probable there is 
any appreciable time lag. 


THE EFFECT OF OXIDATION ON THE MAGNETIC 
PROPERTIES OF MANGANESE STEEL. 


By L. T. O’SHea, B.Sc. 
(Abstract of Paper read before Section A, September 9th, 1890.) 


WHEN manganese steel drillings dre oxidised they become mag- 
netic. The development of magnetic properties being due to 
removal of manganese by oxidation, &c., to the magnetic pro- 


perties of the oxide of iron (probably magnetic oxide) formed. 


When the oxidised product is reduced in hydrogen the iron 
oxide is converted into metallic iron and the manganese remains 
as manganous oxide (Mn O.). The reduced steel is now power- 
fully magnetic in virtue of the magnetic properties of naine 
metallic iron. | 

During the process of oxidation the proportion of manganese to 
iron oxidised in a given time is only very slightly in excess of the 
proportion of manganese to iron in the original steel. The excess 
of manganese oxidised is in all probability due Fer to the 
enone susceptibility of manganese to oxidation, and partly to the 

eterogeneous structure of the steel. | 


The following discussion was conjointly on Messrs. Swinburne 
and Bourne’s paper on Testing Iron; Mr. Preece’s paper on Mag- 
nets, and Mr. O’Shea’s paper :— : 

Mr. Preece said it was his intention to pursue the question of 
tempering, and he would be thankful for any suggestions. He 
was going to take a great number of samples of steel, raise them 
to different temperatures, and quench them in different cooling 
mixtures, such as oil, mercury, and water. | . | 

Prof. BARRETT remarked that he believed the exact temperature 
at which the heated steel was hardened by quenching, as well as the 
ratio of quenching, would be found to be important. If quenched 
short of the recalescent point no hardening ensued, and steel 
could not be tempered ; hence the subject connected itself with the 
Committee, of which he was secretary, on magnetic and other phe- 


_ nomena connected with the recalescent point in steel. Dr. Ball in 


a recent paper read before the Iron and Steel Institute, said that 
both the tensile strength and magnetic properties of steel under- 
went a constant change when the steel was quenched at a too 


critical point ; one 700° C., and the other about 1,300°C. He 


hoped Mr. Preece would send specimens of his steel to the recales- 
cent committee. In regard to Mr. O’Shea’s paper, Prof. Barrett 
remarked it was Mr. Hadfield who first noticed that magnetic 
steel filings became magnetic in heating to whiteness. He had, 
through Mr. Hadfield’s kindness, been able to make many experi- 
ments on this question, the results of which he had communi- 
cated to the Royal Dublin Society. Mr. O’Shea had shown that 
oxidation could hardly be regarded as sufficient cause, and he 

Prof. Barrett) was inclined to think the cause was due to some 

issociation or decomposition of the magnetic steel, whereby free 
iron particles were liberated. This effect did not occur in wire 
nor in filings wrapped in platinum foil; but this might be 
explained by the more rapid cooling which takes place in the 
filings, whereby the molecular state at a high temperature might 
be fixed, 

Mr. O’SHEA, in reference to Prof. Barrett’s remarks on disso- 
ciation, pointed out that steel in the mass did not present those 
magnetic properties to the same extent as it did in the filings, and 
why should dissociation take place in the filings when it did not 
in the mass? His point was that oxidation did take place, but 
in the case of a mass of steel that oxide scaled off and left the 
metal perfectly free from oxide ; whereas in the case of the filings 
the oxide remained with them, and they remained magnetic; then 
it was that dissociation took place. When the two were oxidised 
they first had the oxide of iron exerting its magnetic effect, and 
then, after reduction, the metallic iron exerted its magnetic effect. 

Prof. Perry said that there could be no more useful work than 
that which was being undertaken by Mr. Preece and his assistants, 
and as Mr. Preece subjected all the specimens to the same treat- 
ment his test was a fair one. But was this the same in the matter 
of tempering. He gathered that only one English specimen was 


tempered in mercury, and the Allevard specimen had not been | 


tempered by Mr. Preece. He put it that this was really the im- 
portant matter. the tempering, and he was glad to think that Mr. 


Preece intended to go thoroughly into the effect of tempering. . 


Until that was done these results were useless. He (Prof. Perry) 
had tempered differently three similar specimens of the same 
steel. One in water, one in a little mercury, and one in a large bath 


- of mercury. The third had an enormously greater retentiveness 


(he was not sure, but he thought it was three times) than the first. 
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He had the notion that steel must remain in a magnetic circuit 
of small magnetic resistance if it is to retain its induced magneti- 
sation. That is, suppose a nearly complete ring of pieces of steel to 
have been etised, the magnetisation would be | per d 
diminished by taking them apart and replacing them. He ob- 


_tained his great rage yr induction by using the best form of 


et he could think of for that purpose, although it might be 
useless for all other purposes (fig.) B was astrip of glass-hard 


steel, fitted to soft iron ps pieces, À À, c being a well-fitted 
keeper. The force required to pull off the keeper enabled the in- 
duction to be calculated. As the dimensions were t at right 
angles to the keeper, it was obvious that whether the keeper was 
on or off there was always extremely little total magnetic re- 
sistance. 

Sir Wa. Taomson said that Mr. A. Gray and himself had made 
a large number of experiments in the physical laboratory of the 
Glasgow University comparing steel from different makers. It 


_ was very difficult to get from the same maker constant results. 


Over and over again the — were found to differ exceed: 
ingly in magnetic quality from one another by 10 or 20 per cent 
though alleged by the maker to be as nearly the same as he could 
make them. On the other hand, they would get a very good 
cimen, and would ask for one like that, but had very t 
difficulty in getting what they desired. The specimens could not 


‘be too hard, and even when he asked for them to be glass hard, 


those sent did not come up to what he knew they ought to have. 
He returned them to be made as hard as they could be made, and 
only then did he get good results. He was exceedingly glad that 
Mr. Preece had taken the subject up, and he thought the results 
would be exceedingly vaiuable and interesting, not to science only, 
but —— science. There was a great career for steel 


magnets. 

Mr. Gray remarked that the induction obtained by Sir Wm. 
Thomson and himself was about 12,000. 

Sir Wm. THomson said that they reckoned the standard result 
for the very best steel used to be 100 C.G.S. intensity of mag- 
netisation per gramme weight; that corresponded to only about 
10,000 induction, and he was pleased tosee the results put forward 
by Mr. Preece were enormously better than what was supposed to 
be obtainable. C.G.S. per gramme was a very convenient way of 
putting it. In connection with his experiments he multiplied by 
the specific gravity of steel 7:8, so that 100 magnetic moment per 
gramme gave 780 magnetic moment per cubic centimetre intensity 
of magnetisation, and that was the best way of putting it. This 
was the highest intensity of magnetisation that could be obtained. 


THE LINEFF ELECTRIC TRAMWAY. 
By Gispert Kapp. 
(Read before Section G, September 8th, 1890.) 


Tue following is an abstract of the paper read, a fuller descrip- 
tion was given in the ExecrricaL Review for July 4th, 1890. 

The conductor consists of bare copper strip or cable, and of iron 
strip. The latter is galvanised so as to protect it from rusting. 
It lies on the copper conductor, and both are enclosed in a sealed 
channel formed of asphalt. The copper conductor rests upon the 
bottom of a trough made of a succession of glazed tiles, and the 
cover to this trough is formed by the lewer ges of iron rails 
arranged in short sections so as to be insulated from each other. 
The head of one rail reaches up to the surface of the road, the 
head of the other is cut off, and this rail is therefore completely 
buried in the asphalt. The surface rail, which may be arranged 
alongside one of the ordinary tram rails or. in the centre of the 


track, is in electric and magnetic contact with an electro-magnet 


carried under the car. This magnet runs upon the surface rail on 
wheels which form its north and south poles. The distance of the 
wheels is greater than the length of a section of insulated rail, so 
that successive sections become oppositely magnetised. This 
causes the iron strip immediately below the magnetised region to 
be attracted upwards, and thus come into contact for a length of 
several feet with the under side of the two sectional rails. Atthe 
same time the iron strip to both sides of this region remains in 
contact with the copper conductor, and forms thus an electrical 
connecting link between the copper conductor and a few sections 
of insulated rail under the car. The current passes from the sur- 
face rail through the body of the electro-magnet (which is insu- 
lated from the body of the car) into the motor, and finally into the 
ordinary tram rails and earth in the usual manner. The electro- 


. should like to draw 


magnet is energised by a shunt current obtained from the main 
conductor, but to.provide for the possibility of dropping the strip 
from some unforeseen cause, there is p on the electro-magnet 
a third thick wire coil, which can at all times be energised by two 


storage cells carried on the car, and thus the strip can be picked. 


up and the main circuit established if it should 
have been accidentally interrupted. I may, however, at once 
state that during 


has been no need for the picking-up , as the current was 
never lost. The way in which Mr. Lineff makes use of i 

lines of force to effect the attraction of the iron strip deserves 
attention. It might perhaps be thought that the most direct, and 
therefore the best, way of utilising the lines of force would be by 


one single line of sectional rail, through which there would be 


longi l magnetic flux co nding with the fore and aft 
ition of the poles, and attraction of the strip at every gap 
tween two sections. Experiment has, however, shown that thi 


apparently direct way is by no means the best way, and that far | 


more satisfactory results can be. obtained by arranging a more 
roundabout course for the lines of force. This is attained by the 
employment of the subsidiary or buried rail, the gaps in which do 
not exactly correspond with those in the main or surface rail, but 
are shi forward by a certain amount. In consequence of this 
arrangement, the buried rail acts as a kind of magnetic bridge to 
successive portions of the surface rail, and this action takes place 
in two ways, one direct and the other indirect. The direct way is 
longitudinal, and does not affect the strip at all. The indirect 


way is both ee ero and transverse, the latter passing several 


times through the strip. The buried rail is a rather imperfect 
bridge to the lines of force traversing it longitudinally, because 
its magnetic resistance in that direction is great, but this rail 
forms a very efficient bridge for lines passing through it trans- 
versely, owing to its lower etic resistance in that direction 
which includes the strip. The flow of magnetic force transversely 


is therefore that which effects the attraction of the strip, and may | 


be represented as a series of magnetic stitches passing to and fro 
between the two sets of rails and the strip. 


Discussion. 


Major-General WEBBER said they were very much indebted to 
Mr. Kapp for his description of the system. It was one which, he 
thought, met, in a remarkable way, a want which had been felt 
for a long time, assuming, of course, that nothing but underground 
conductors would be allowed by the authorities. Several engineers 
of the speaker’s acquaintance had been directing their attention 


to the means of pers. | up contact in a duct underneath the > 


surface, which contained the copper conductor, and they had, 


he must confess, fallen short of the ingenuity displayed in the 


system suggested by Mr: Lineff. The description he had just 
heard showed that they might see daylight in that direction. He 
e attention of Mr. Kapp to one or two 
points, on which the meeting was entitled to a little further infor- 
mation. Before proceeding further, the speaker pointed out one 
or two things, on the diagrams, which were not quite clear. In the 
main, however, the diagrams gave a most excellent and graphic 
description of the way in which the magnetic field in the rolling 
magnet excited the rail. He felt, however, that there was 
absence of information as to the pressure which actuated the 
motor in the car. Supposing the pressure to be five volts, he 
failed to see that it was secure in preventing the rail remaining in 
contact after the passage of the car travelling at the rate of about 
15 miles an hour, not particularly on the lines, but in the sub- 
ways. a the people did not walk in the subways, 
there was still a liability to accident if there resulted a 
permanent contact between the strip and the iron rails. In 
the absence of that information, he would also like to ask the size 
of the copper conductor to the work which requires to be done, 
He must confess some doubt as to the insulation of the conductor 
as shown on the diagram. Though it might be fairly good, there 
was the different condition of highways, &c., and the question of 
weight, which at some time might break the whole thing to pieces. 
In conclusion, the speaker referred to the competition between the 
use of cable and electrical traction, considering there was. a large 


. field for work. 7 


Mr. Preece said he had only to add to what Mr. Kapp had said 
by stating that he had inspected the working of the system near 
Chiswick, and he corroborated every word that the reader of the 
paper had said. His (the speaker’s) fears of practical success of 
the system were, principally, that there might be a failure of con- 
tact; but this was got over, first, by having a very broad strip and 
very lengthy contact, and also by the fact that the flexible iron 
conductor is galvanised, and, therefore, always clean. Moreover, 
the galvanisation on the surface has exactly the same effect as the 
insertion of pieces of paper on the pole pieces of electro-magnets. 
Of all systems produced, this had an air of practicability about it, 
but it would be quite impossible to give a definite opinion upon it 
until it had received the test of actual practice. His impression 
was that the tramway company which served the district about 
Kew would lay down three or four miles of the system, and he 
hoped when they met at Cardiff next year that Mr. Kapp would 
be able to tell them the results of an absolute practical test. 

Prof. ARNoLD Lupton made some remarks on the insulation of 
the rails and the falling of the strips, but his remarks were indis- 
tinctly heard. | 


Mr. SELLON said there were one or two questions he would like 


some tests which I made on an e 1 
mental line of this kind, and which lasted over several days, there 
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toask. They had not had any detail as to the cost, which was 
naturally the first thing of a tramway engineer. Although Mr. 
Kapp had said the system could only be an advantageous 
system in the particular. districts, because no other would be 

owed in the districts, he did not see why other electric systems 
should be thrown out, because Mr. Kapp wished to introduce 
Lineff’s system. He would have been glad if Mr. Lineff had 
joined hands with them in the late fights in Parliament against 
telephone companies. If the telephone companies were going to 
have their clauses introduced into their bills for electric trac- 
tion, neither Mr. Lineff’s system nor any other system by 
which the return wire coming through earth could be used. One 
great difficulty he saw with the system is whether the contact 1s 
always going to drop directly the car passes over at great speed. 
He desired belere sitting down to draw Mr. Kapp’s attention to 
the telephonic clauses, and he asked the question as to the cost per 
mile and its absolute efficiency from its generating station at the 
car motor. 

Prof. Ew1ne said how much one must admire the ey 
ingenious method by which Mr. Lineff had solved the fun 
mental magnetic difficulty in the problem. They had here a strip 
of sufficient amount of mechanical force; the action upon the 
iron strip occurred only when the iron rail above it was inter- 
rupted, and if the longitudinal action had been made use of, it 
would have been necessary to cut a longitudinal rail into an 
inconveniently large number. of sections, but by the exceedingly 
simple device of employing a supplementary rail cut into com- 
epi long sections, Mr. Lineff had succeeded in grasping 

is conductor not at one or two points only, but almost the whole 
length under the car. It was impossible not to admire, from the 
magnetic point of view, the exceedingly ingenious solution of the 
difficulty. Something after the same system had been before the 
public as a proposal for a number of years—namely, the system 
originally introduced by Messrs. Ayrton and Perry having a 
thoroughly well insulated conductor underground, which was to 
be connected when the car passed with successive sections of a 
not so well insulated conductor serving as a service conductor. 
This was exactly what Mr. Lineff did, though, of course, in a very 
much more satisfactory way than the mechanical methods 
practised by Ayrton and Perry. 

Mr. SwInBURNE wished to emphasise what Mr. Sellon had said. 
It was an important question that of the telephones, and one 
hardly knew what would happen unless the thing could be 
settled. Insulated returns were insisted on, which was a 
tremendous drawback to electric traction. | | 

Major-General WEBBER said that, with regard to the telephone, 
they could next year dismiss this fear from their minds, for he had 
every reason to believe that almost all the telephone systems in this 
country would be served by metallic returns and not by earth 
nr in which case it would not be necessary to insist on such 

uses. . 

Mr. Kapp, before entering into the technical questions, said he 
would reply to Mr. Sellon. He wished it to be clearly under- 


stood he had not any interest whatever in bringing forward 


the Lineff system. He placed before them the result of careful 
investigations without comment. He did not wish, as Mr. Sellon 
had said he wished, to throw out any other system of electric 
traction ; for his part, he would be glad to see it go ahead a little 
faster. English Town Councils (and they must reckon with the 
powers that be) would not tolerate the overhead wires, and, conse- 
quently they must work with the underground or some other 
system, and often the Town Council, as was the case in the 
Hammersmith Vestry, had so tender a regard for cyclists, as to 
prohibit the use of the slot in the street. The difficulty in dis- 
turbing the telephone wires were overcome by working the tram 
lines on the three-wire system, the down line connected with the 
positive and the up with the negative, and the third wire put to 
earth, which resulted in a differential current, which was small, 
going to earth. He was sorry that he did not explain that the 
current went back to the station in the usual way ; but, of course, 
they could have a second conductor if they wanted to work a close 
circuit. The system of duplicating the telephone wires was far 
preferable. They all knew the bad telephones in London, and 
they would be better if that plan were adopted. In regard to the 
question asked by General Webber about the strip remaining in 
contact, he was sorry he did not make it quite clear ; the strip did 
not remain in contact. He had a fear that the residual mag- 
netism would be enongh to heat the strip, and another fear was 


the main wave under the car, by some way jerking the strip, would : 


induce subsidiary waves and make a contact ; but he (the speaker) 
had tried in many ways to make this contact, but had not suc- 
ceeded. Géneral Webber evidently thought the contact would te 
due to the voltage, but the residual magnetism did not prolong 
the contact, which was the reason that galvanised covering was 
used. As to the enquiry about insulation, what he had put on the 
blackboard is the line as it was actually built, but since the line 
had been finished Mr. Lineff, who had a most ingenious mind, 
had improved the general arrangement of the surface, and 
hoped thereby to get a very much higher insulation. As 
to failure of contact, a part of Mr. Lineff’s work was to 
provide means whereby the strip could be drawn out and a 
new strip drawn in, it it were found the strip fell down. A 
gentleman on the left asked how this one-car system could be 
worked. The system of working tramways most in use was known 
as the parallel working system. The conductor which brings the 
current was tapped by each car, which drew off sufficient current to 


‘give motive power; but there was nothing to prevent the second 


car tapping the said conductor. It was a well-known system of 


tramways, which had been used in many cases. An ascending car 
would tap off a little more electric fluid, if he might be allowed to 
use an unscientific term, and a descending car may tap off a little. 
less, or it may give back a little, if the descent was strong enough. 
As to whether there would be any noise from the strip, there 
would be absolutely none whatever. As to the question of cost, 
he knew what Mr. Lineff’s estimate was, although he did not know — 
whether it was correct, the cost would be £2,000 a mile, which 
was a little heavier than overhead conductor, but not much. 


COLUMN-PRINTING TELEGRAPH. 
By F. Hiaarns. 
(Abstract of paper read before Section G, September 9th, 1890.) 


This apparatus was originally patented 10 years ago, and is now 
being practically introduced for the transmission of intelligence in 


this country. 


The receiver, which is entirely automatic, consists of a type 
wheel and frame carrying the paper sheet. The former derives 
the motive power for its rotation from a train of wheelwork and a 
weight, and the latter from the battery at the sending end. 

The type wheel is displaced laterally, after each print, by means 
of a screw, and upon completion of a line of printing is released 
and returned to zero by a spring which has been wound up by the 
movement of the printing lever. | 

One train of clockwork is employed, and the motive power for 
printing, feeding the paper, and traversing the type wheel, is sup- 
plied by the printing electro-magnets. 

About 20 of these instruments may be introduced into the cir- 
cuit of a single line of wire, and any number may be worked from 
one transmitter. The type rotates at any desired speed (from 100 
to 150 revolutions per minute), and the same signals operate both 
the type rotation and the printing, the difference being that the 
signals for printing are longer than those operating the escape- 
ment, in order to afford time for the establishment of the full 
strength of the current in the circuit, and to overcome the inertia 
of the comparatively heavy parts of the printing mechanism. 

The other operations of synchronising, spacing between lines, 
&c., are determined by the angular displacement of the type axis 
with respect to its zero position. The transmitter is driven by an 
electro-motor, the speed of which is kept uniform by an electrical 
governor. A counter upon the transmitter announces to the 
operator when a line of type has been filled. From 1,800 to 2,000 
words per hour would be the maximum speed. Five thousand 
words can be received without attention, and the paper supply is 
sufficient for the reception of 30,000 words. 


THE EFFECT OF DIRECT AND ALTERNATING. PRES- 
- SURES ON THE HUMAN BODY. 


By J. SWINBURNE. 
(Read before Section A, September, 1890.) 


As there seems to be some doubt as to the relative effects of alter- 
nating and direct currents, a bridge which measured the resistance 
of the patient under various pressures was made up. Fuller 
readings, which agreed with the first as nearly as such very 
uncertain readings can be expected to agree, were afterwards 
taken by putting on different pressures and measuring the 
current ; the resistances being calculated. The alternating cur- 
rents were measured with a non-inductive wattmeter arranged as 
an ammeter, the pressure being taken with a hot wire voltmeter. 
The tests were taken from hand to hand, the hands being dry or 
wet with dilute acid in the case of direct currents, and dry in the 
case of alternating. It seemed to make little difference in the 
case of alternating currents whether the hands were wet or dry. 
There was no need to measure the resistance from hand to foot, as 
that obviously would depend on the boots worn. 3 


Human Resistances ; Hand to Hand.. 


Current. Name. Hands, Volts. Resistance. 
Alternate... ae A Dry 18 950 
Continuous ... Dey 8,000 
Continuous ... H,S0, 50 3,010 
Alternate... rs B Dry 10 1,330 
Alternate... Dry 18 1,110 
Continuous ... aS = Dry 50 6,660 
Continuous ... H.SO, 50 1,930 
Alternate... C 620 
Continuous ... ve i Dry 50 5,400 
Continuous ... H,SO, 50 1,980 
Alternate... sas D Dry 18 1,090 

Continuous ... Dry 59 10,000 
Continuous ... H,S0, 50 16,009 
Continuous ... ne E Dry 50 6,700 
Continuous ... H.SO, | 59 1,100 
Alternate... Dry 18 « 1,800 
Alternate... vi F Dry 18 750 
Continuous ... Fe he Dry 50 3,320 
Continuous ... H,S0, 50 1,710 

Alternate... Dry 54 670 
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In the above table the direct pressure is always 50 volts. An 
of those tested could have taken more than this ; but even wit 
50 volts the discomfort is extreme if the contact is made and 
broken. The maximum current taken was ‘04 ampère by E, whose 
resistance is low. He could have taken more if available. Allthe 
resistances are much lower than those obtained by the usual 
method of measuring with a bridge and one or two cells. Probably 

larisation then interferes. | 

When the direct current from 50 volts is concentrated in one 
finger it feels hot, though especially as the current is reduced, 
there can be no appreciable heat generated. 

The most curious thing is the very low effective resistance to 
alternating currents. Thealternating pressure could be regulated 
by steps of 4°5 volts. Out of the five subjects tested not one ex- 
cept F could stand more than 18 volts alternating, the maximum 
effective current taken being ‘03 ampére. F seems abnormal. 
He took 54 volts and nearly a tenth of an ampére. D, who has 
the highest resistance, was the only lady tested. Though, with 
the exception of F,none of us could take more than 18 volts alter- 
nating with a good contact, I have several times touched 600-volt 


alternating terminals lightly. They were given by'a Siemens 


machine used for “ flashing” lamps. Before I took charge of the 
factory containing it, I am told several of the girls had shocks 


from the same machine. Spring switches, which demanded both | 


hands to give any current, obviated danger to them afterwards. 
I have also had a very severe shock from a 190-volt Ferranti. 
Though 18 volts was as much as we could take, there was no diffi- 
culty in letting go. 

Thése results r out those of Messrs. Lawrence and Harries + 
as to the relative resistance to alternating and direct currents. 
but the figures are entirely different. They never found anyone 
take over 10 milliampères, while F took 90 milliampères alternat- 
ing, and E, a workman, took 44 milliampères direct, and could have 
taken more if available. 


NEW PATENTS—1890. 
| | 

18319. “Improvements in electric bells and motors.” J. 
Townzey. Dated August 25. 

13337. ‘ Improvements in electrical contacts.” G. Forsgs. 
Dated August 25. 

13357. “ Improvements in electro-motors.” A. SIEMENS. 
Dated August 25. : 

13358. ‘‘ Improvements in the means for driving winches and 
other winding machinery by electrical motors.” A. SIEMENS. 
Dated August 25. 

13359. “ Improved means for carrying electro-motors on elec- 
trically propelled cars or vehicles.” Sremens Brotruers & Co. 


(Communicated by Siemens and Halske, Germany.) Dated . 


August 25. 


13371. “ Improvements in electric bells and indicators.” H. 
J. Hargis and W. H. Power. Dated August 25. : 
13421. “ meron in apparatus for working or welding 
metals electri , and in the method of effecting the same.” W. 
P. THompson. (Communicated by C. L. Coffin, United States.) 
Dated August 26. | 3 
13485. “Improvements in fittings for electrical glow lamp 
conductors.” W.Wuirte. Dated August 27. (Complete.) 

13525. “ Improvements in electricity meters for alternating 
or interrupted currents.” G. HooxHam. Dated August 28. 

13535. “ Improvements in electrical alarms.” N. G.THomprson 
and G. H. Rew. Dated August 28. | 

13549. “ Improvements in and relating to converters of alter- 
nating currents.” R.Kennepy. Dated August 28. (Complete.) 

13570. ‘Improvements in and relating to telegraphic appa- 
ratus.” B.EccEr. Dated August 28. 

13635. ‘‘ Improvements in or appertaining to electric welding.” 
W. P. Tompson. (Communicated by C. L. Coffin, United 
States.) Dated August 30. (Complete.) 

13636. ‘ Improvements in electric welding.” W. P. Tuomp- 
son. (Communicated by C. L. Coffin, United States.) Dated 
August 30. (Complete.) 

18683. “ Improvements in electric switches.” O. RomanzE 
and F. W. Wire. Dated August 30. 

13751. ‘ Improvements in electric switches.” C, W. Hunv'tne- 
ton. Dated September 2. (Complete.) 

_ 13770. “ Improvements in systems of electrical distribution of 
light and power by means of transformers.” W. F. Taytor, G. 
B. Luckuorr and E. H. HunazRBuHLER. Dated September 2. 

13774. “Improvements in electrical connections.” fF. C. 
Dunaway and F. W. Dunaway. Dated September 2. 

13791. “Improvements relating to compositions and devices 
for use in the manufacture of filaments for incandescent electric 
lamps.” H.H.Laxe. (Communicated by V. M. Hobby, United 
States.) Dated September 2, (Complete.) | 


t Jour. Inst. Elec. Eng., XIX., No. 86. The Electrician, April 4, 
1890, p. 65” 


” 


13799. in electrical ing apparatus. 

H. H. Lake. (Communicated by the Electric Secret Service Com- 
pany, United States.) Dated September 2. (Complete) 
_ 13845. “Improvements in and relating to the propulsion of 
tramway vehicles or boats by means of electricity.” J.L. Huser 
and L. J. Macs. Dated September 8. | 

13886. ‘“ Improvements in and connected with the distribution 
of power by alternating electric currents.” J. SWINBURNE. 
Dated September 4. | | 

13897. ‘“ Improvements in apparatus for the safe deposit of 
milk and other articles ; for elect rm | announcing the same, and 
for saving and registering time.” C. E. Kenway and A. Kapapta. 
Dated September 4. 

13905. “ Improvements in and relating to the wel of metals 
by electricity.” M.W.DEwey. Dated September 4 (Complete.) 

13921.. “ Improvements in electric lamps.” A. ScHANSCHIEFF. 
Dated September 4. 

13943. “ Improvements in power conduits for tramways or rail- 
ways and in electrical connections therefor.” C. T. B. Brain. 

13987. ‘ An electricity counter.” J. Ricnarp, F. RicHARp, 
and G. Ricnarp. Dated September 5. ii 

14050. ‘ An improvement in electrical cut-outs.” SIEMENS 
Bros. AND Co.,,Ltp. (Communicated by Siemens and Halske, 
Germany.) Dated September 6. 

14054. “ Improvements relating to apparatus for converting 


alternating electric currents into continuous currents.” W. S. 


Ricwarps and G. B. James. Dated September 6. — 


ABSTRACTS | 
OF PUBLISHED SPECIFICATIONS, 1889. 


10082. ‘ Improvements in insulating bases for electric switches, 
fuse blocks, ceiling plates, and the like.” G. Binswanaze. 
Dated June 20. 8d. The inventor provides china bases with pro 
jecting walls vertically disposed on the front, top, or outer 
surface of said bases, and forms these vertical walls with perfora- 


tions or holes through which the metal screws are passed for 


securing the metal conductor. 5 claims. 


. 11046. ‘“ Improvements in cores for electrical apparatus and 
the method of forming the same.” W..P. THompson. (Commu- 
nicated from abroad by The Westinghouse Electric weep of 
America.) Dated July 9. 8d. Consists in first stamping from 
sheets of suitable magnetisable material such as soft iron; plates 
of the required size and form from which to build up the core ; 
then subjecting the plates to.an annealing process which is carried 
to such an extent that a thin film of oxide is formed over their 
entire surfaces, and over, also, the burrs or rough edges produced 
by the stamping process ; and afterwards building up the core by 
placing such plates side by side. 4 claims. . ! 


11242. “Improvements in dynamo-electric, magneto-electric, 
and electro-dynamic machines.” Siemens BRoTHERs & Co. 
Limitep. (Communicated from abroad by the firm of .Siemens 
and Halske, of Berlin.) Dated July 12. 11d. Relates to im- 
provements in dynamo-electric, magneto-electric, and electro- 
dynamic machines, such as were described in the specification to 

atent No. 1447, of 1881,-wherein a continuous current was pro- 

uced by separate electrical impulses generated immediately after 
one another at different parts of the machine, that is to say, in 
different magnetic fields, the number of rotating bobbins in the 
form of solenoids being different from that of the magnetic fields, 
so that the former did not'all pass the latter simultaneous, but at 
successive intervals. The present improvements relate to a 
modified form of the bobbins (which formerly were made as sole- 


noids), wherein these are made of a zig-zag form with radial active © 


and circular inactive parts. 2 claims. 


11296. ‘“ Improvements in appliances for petting up or taking 
down electric incandescent lamps.” The Honourable H. DupLEy 
Ryper and H. E. Dorson. Dated July 13. 8d. In order to 
enable an attendant to so place the stem of an electric incan- 
descent lamp into the socket which is to hold it without the 
attendant having to get into close proximity to the socket, the 
inventor provides a holder within which the glass of the lamp can 
be held and be retained by friction to some extent from turning 
therein. 3 claims. | | 


11332. ‘ An improved material for the construction of bearin 
surfaces specially applicable to the brushes and commutators o 
dynamo-electro machines.” K.W.Herpers. Dated July 15. 8d. 
Relates to the manufacture of a new material for rubbing or bear- 
ing en composed of a mixture of carbon and mica or steatite. 

claims. 


11501. ‘Improvements in the construction of electric fuzes 
and detonators, and in the method of and appliances employed for 


manufacturing the same.” P. Warp and E.M. Grecory. Dated 


July 18. 8d. Has for its object to provide a means of more 
completely protecting the fuzes from the destructive influence of 
moisture, heat, climatic and other influences. 3 claims. 
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14842. “Improvements in or relating to accumulators or 
secondary batteries for use in M run mu carriages and other 
conveyances by electricity.” J.C. MewBuen. (A communica- 
tion from abroad by La Société Anonyme pour le Travail Elec- 
trique des Métaux, of Paris.) Dated September 11. 8d. Relates 
essentially to:—1. A trough lined with a vessel of insulating 
material, and hermetically closed. 2. Accumulator plates having 
a special appendage either for individual grouping of plate to 
plate of the same category, or for the grouping of apparatus to 
apparatus. 1 claim. | 


14656. “ Improvements in electric glow lamps.” A. BERN- 
sTEIN. Dated September 17. 6d. The current is conveyed from 
two platinum wires which are sealed into the glass bulb. From 
the platinum wires the current passes to the carbon by means of 
stout conducting wires, which are generally made of nickel. 
These conductors are bent in such a manner as to almost approach 
each other at a given point, and they are held rigidly apart by 
means of a glass or other insulating piece at their lower end, near 
to the point at which the conducting wires are attached to the 
platinum wires. A part of one of the conducting wires is ham- 
mered out flat, and thereby forms a spring, which has the ten- 
dency to produce a contact between the con wre wires at their 
bent portion. The conducting wires are held rigidly apart at their 
two extreme ends, first by means of the glass insulating piece, 
and, secondly, by means of the carbon rod, as long as the latter is 
intact. If, however, by the action of the current the carbon 
should be destroyed, then the conducting wire, which is flattened 
out as a spring, will follow its tension ahd produce an automatic 
oe y placing the conducting wires in contact. 2 
ms. 


17762. “Improvements in electrical switches.” F. L. Rawson 
and W. WuiTr. Dated November 7. 6d. The inventors enclose 
an electrical switch of any suitable form in a case of metal or 
other — material having stuffing boxes in its sides, 
through which pass the insulated conductors to the switch 
terminals. The top of the case is conveniently formed as a cover, 
which screws on to the lower part with a face and groove for 
packing to render the joint water or gas tight; in the centre of 
this cover is a stuffing box through which passes the handle 
spindle. This handle spindle has the handle attached to it out- 
side the cover stuffing box and inside it is formed so as to engage 
with the switch contact arm through an insulating piece when 
the cover is in place; but this coupling is free and is arranged so 
that the cover with the handle spindle and handle is quite free to 


y taken off without interfering with the switch contact arm. 


18897. ‘“ An improved quick-make and quick-break switch for 
electrical purposes.” J. G.S. CUNNINGTON. Dated November 25. 
6d. Consists of a lever and spring, which in the first part of their 
movement are acted upon or controlled by the handle of the switch. 
In the remainder of their movement the spring acts on the lever 
to which one end is attached and draws the lever forward inde- 
pendently of the handle of the switch. 3 claims. , 


19129. “Improvements in electric dry batteries.” C. R. 
Bonne. (Communicated from abroad by H. Meinecke, the 
younger, of Breslau.) Dated November 28. 4d. Consists in 
saturating the carbon electrode in sulphate or nitrate of silver, 
and in bringing it in contact with sal-ammoniac or with other 
liquid or substance saturated with liquid in order to form chloride 
of silver, which is deposited in finely disintegrated particles on 


the carbon. 1 claim 


THE POSTMEN’S STRIKE. 


CONCEIVED in frenzy, characterised by indecision and 
terror, and carried out in anything but a spirit of general 
unanimity, the postmen’s strike appears, for the time 
being, to have drifted into the leeway of current topics. 
The variety and chameleon-like changes in these latter- 
day struggles between capital and labour are, doubtless, 


responsible for the little notice taken of the terrible — 


position to which the unwise and unhappy postmen 
now find themselves reduced ; but we are glad to note 
that the subject has not been altogether lost sight of by 
the Press, close upon 400 men are realising now all the 
terrible disadvantages and misery of an unsuccessful 
strike, their position rendered all the more gloomy from 
the fact that they are reduced to a much lower level 
than that touched by artisans and tradesmen who adopt 
similar courses in fighting for the cause of labour. 
When the working man strikes, which he does 
almost invariably as a matter of business and not of 
sentiment, there is no avenging angel of monopoly to 
bolt the door for ever in his face, and to enact a decree 
of commercial banishment against him. Hard as the 


fight may be, bitter as recriminations oftimes are, 


or social position. | 
stances over which neither he nor his employer has any — 
control ; besides, few good men remain idle long, — 


yet the character and manhood of the individual are, 
generally speaking, in no way involved, and on the 


settlement, successfully or unsuccessfully, of differences _ 


between master and man, the old faces and the old 
hands “ go in,” and if there is not exactly joy in the 


_ manager’s office, at all events, there is no desire to 


indulge in reprisals ; and this is.as it should be. 

Another most important feature is that the tradesman 
or artisan need not tie himself to any one shop, 
factory town, or district. His passport is his tool-bag, 
and his ability as a workman is a certificate which will 
carry him round the whole wide world. 

He makes light often of the fact that he has been a 
decade, or, perhaps, two, with some respected master. 
His departure from the old bench means no loss of pay 
It may be the result of circum- 


The master, indeed, may pay him off through slackness 


of trade or through the closing of contracts. But it 


may be that the next influx of work will find him back 
at his bench, if he has not “gone in” elsewhere, 


Some men, indeed, do not care for permanent situa- 


tions. 
As much is to be learned by travelling, so will 


| intelligent men often find a means of coming to the 


front in their callings through the experience begotten 
of a discreet course of changes from shop to shop or 
from factory to factory. 
We mention such matters to show thatto the workmen 
a strike—particularly a local one—is notsuch a hopeless 
and heart-sickening ordeal as that through which the 
postmen who went on strike are now so unhappily 
going. Many will say that these things were surely 
ne to the postmen, or ought to have been made 
nown to them, when they talked of striking. We 
fear that they were not overburdened with good advice 
at any stage of their proceedings, and it is best to 
consider these things as they were and are rather than 
as they should have been. | 
As the post office system generally is a huge govern- 
ment monopoly, no such resources as are available to 


the “ working man ” fall to the lot of the postman or . 


the letter sorter. It is surprising that the Postmen’s 


. Union should have lost sight of this tremendous fact— 
a fact which, we are quite sure, inspired the utterances — 


of the Postmaster-General when he spoke of the 
danger that extreme action would engender to the men 
themselves. Hand in hand with the question of 
general monopoly goes that of the character of the 
individual. The action of the 400 strikers may 
officially be held to have affected and even tarnished 
their characters. Here we realise fully the effect and 
power of officialism on the individual. Though few 
will approve of the postmen’s strike, we doubt if they 


will say that these unfortunate men are any the less 


manly, honest, and honourable than before. Indeed, 
we feel that the impulse of their hearts outdid the 
wisdom of their heads, or that their frenzied zea] over- 


came their discretion. The eulogies passed on those 


who showed their “devotion ” to the department may 
be considered as of little value. We refer now to the 
men at the General Post office, of whom the Postmaster- 
General spoke in terms of almost unqualified praise. 
These ‘“ devoted,” heartless creatures had all along 
acted as decoys to their less sophisticated comrades— 
they were the enthusiastic men, the street paraders, the 
hooters and groaners and those most noisy in calling 
out “ Strike! strike !” at their public meetings. The 
district men, who comprise almost the entire body of 
strikers, beguiled by such will-o’-the wisp demonstra- 
tions, have now to bear their own sins as well-as those 
of the “devoted” band. The encomiums of the Post- 
master-General will not go far to ease the stings of 
conscience in their loyal hearts ; but, ‘possibly, they 
may have sacrificed even conscience at the altar of 
“ devotion.” | 

For such men few will feel any pity, and it is not too 
much to say that a large measure of responsibility 


. attaches to their wicked and unmanly conduct. 


Taking all these circumstances into consideration, it 
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is not surprising that great disappointment was ex- 
pressed on the publication, some weeks ago, of the 
correspondence between the Postmaster-General and an 
ex-M.P. on the subject of the re-instatement of the 
erring and wretched postmen. A few of the younger, 
the Postmaster-General pointedly said, would be re- 
instated, subject to certain conditions—and such condi- 
tions. The older men were to have no mercy. Their 
shortcomings, we gather, and those, probably, of the 
“loyal” section, would be concentrated within them- 
selves, and they would be punished with the utmost 
severity. This appears worthy of bracketing with the 
severest samples of Roman law—ancient and effete. 
Disappointment .became greatly accentuated when 
reports appeared last week of the continuance of what 
a contemporary called a career of “ vengeance,” and the 


- dismissal of merely suspected men— postmen and 


gorters. | 

The reinstatement of the wholé of the already 
severely punished men would not be regarded by 
civilised persons as any sign of weakness and indecision 
in the administration of the General Post Office. That 
argument is sometimes applied to savages, but never to 
any race of intelligent and thoughtful people ; therefore 
the Postmaster-General has no need to apprehend any 
misunderstanding on. that score from futurity. We 
mention this as it is put forward as a reason for making 
such a great number of examples. There will be no 
more strikes in St. Martin’s-le-Grand, we feel very sure. 


_ The Postmaster’s argument is best met by reminding 


him that each case should be settled on its own merits, 
and his anxiety with regard to the future may be left 
to the future. Futurity will look after itself, and will 
be none the worse for a noble example, and one in 
accord with philanthropic sentiments many times ex- 
pressed. The objection that there are. no vacancies 
is one that will not hold water, as we heard months 
ago from a reliable source that the service is greatly 
under-manned, both in town and in country. — 
The - Péstmaster-General has drawn ‘comparisons 


between the methods of controlling men in the 


General Post Office and those generally adopted by 
employers of labour, but no employer of labour pos- 
sesses the autocracy of a Postmaster-General. No 
employer of labour could work the social ruin of 400 
men because they had participated in a strike, but, 
strangely enough, a Government monopoly renders this 
method of commercial excommunication, with its 
terrible consequences, comparatively easy of fulfilment. 
Without going into commercial comparisons which 
might not altogether redound to the credit of the 
post office, we can still lay a plea for the exercise of 
that unstrained mercy which “ droppeth as the gentle 
rain from heaven,” and we trust it will be taken up 
throughout the country. 

There are those connected with the administration of 
the General Post Office who, judged by their platform 
orations and their recent careers are inspired by high 
Christian sentiments towards all ranks and conditions 
of men. They have advised their hearers again and 
again to forgive “even unto seventy times seven.” 
These gentlemen are surely qualified in the fullest 
degree to urge the Postmaster-General to display 
largely those grand and divine qualities which go to 
build up the public and private reputation of a noble- 
minded English gentleman. No one is more powerful 
on such subjects than that courtly and soldierly-looking 
gentleman, the Secretary to the Post Office, and we 
cannot believe that he would not practice what he has 
80 often and so ably preached. He has now a splendid 
opportunity of reaping a harvest of heartfelt gratitude. 

The Postal Jubilee glory of 1890 will be all the 
brighter if that “ quality of mercy” of which the im- 
mortal Bard of Avon has pealed forth such glorious 
and sublime harmony to the heart and mind, is ob- 
Served now fully and compassionately to the heart- 
wrung and sorrow-stricken men who have already 
received a terrible lesson, and whose thoughtless 
actions have plunged happy homes and loving wives 
ie relations into an abyss of misery and cruel desti- 

ution. 


CORRESPONDENCE. 


Fire Risk Rules. 


I have read with great interest your different articles in 
the REVIEW re Fire Insurance Rules, and I can testify as 
to the arbitrary measures sometimes resorted to, which 
makes it every day more, apparent that one solid and 
sound rule should be adopted and rigorously kept by 
es contractors ; an illustration follows why this should 

A little time ago I made out an estimate and specified 
for a certain class of cables which would be guaranteed 
to have an insulation resistance of 600 megohms per 
mile. Having previously used a large quantity of this 
said cable, I knew its good quality ; nevertheless, after 
my estimate had been accepted, my client wished that 
all the materials. should be inspected and passed by a 
certain well-known fire insurance office. Of course, 
I gladly consented, never dreaming of the amount of 
trouble and expense this meant. Their inspector said 


nothing but Silvertown. cables would do, and con- 


demned almost everything that was shown. : | 

Now, every man is guided by his own sense, and all 
these articles had passed on an installation not insured 
by the said office, and received a splendid report. 

My complaint is this : after a contractor has given a 
price, not necessarily a low one, and then finds that the 
fire office requires material so much higher in price, 
the only thing he can do is to go to his client and tell 
him or her the price will be so much more than you 
expected, owing to this interference ; in nine cases out 
of ten they would think otherwise, and throw over the 
whole thing, saying you give a price and cannot keep 
it. My question is, Why? ARR 


. September 15th, 1890. | 


Elmore Copper Company. 


I should esteem it a great favour if you would kindly 
answer the following enquiries in your next issue. Do 
you know anything about the commercial value of 
Elmore’s process for manufacturing tubes, wires, &c.? 
Is the company doing any business, and are their 
articles likely to be adopted and the business to bea 
success ? 

Thanking you in advance for any information, I en- 
close my card and remain a 
A Young Electrician. 
September 12th, 1890. | 


. [The process seems to be a valuable one for tubes, 
cylinders, &c., but we see no advantage over other un- 
patentable processes for producing high conductivity 
wire. It is impossible to say what the company is 
doing other than putting down plant and floating 
sub-companies, the business should ,be a success, but 
is probably much over-capitalised.—Eps. ELEC. REV. | 


Permanent Magnets. 


_ The article published in your last issue on above 
subject involves considerable misapprehension. I beg 
to submit a few facts on this matter. 
The so-called French steels of Clemandot and 
Marchal are methods of treating magnet steel of any 
make. M. Clemandot’s is by great compression and 
subsequent magnetising, without any hardening. Under 
this process, my steel and others gives similar results. 
Marchal is a small but skilful magnet maker, who is 
using English steel supplied by the successor in my 
French business. This gentleman is now in Sheffield, | 
and tells me he has his own system, both as to the 
solution employed and the means of regulating the 
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heat of the steel. He also considers Clemandot’s 
process worthless. 

The only French steel I have found employed in 
instrument work at Paris is that known as “ Alevard,” 
which firm also supply finished magnets. 

About ten years since I introduced my quality in 
France, and found no difficulty in competing with the 
Alevard, as mine was both more easily worked and 
more powerful magnetically. The same authority 


informs me that, after M. Charrier’s decease, the © 


Alevard mark has been irregular, and: though some- 
times as good as any, is also at times inferior. 
I supplied several of thé principal consumers at Paris 


for years, and since ceding my trade there the same 


| 
| 
| 


1 
| 


customers have continued to use English steel from my 
suCCessor. | 

There are several magnet steels made here now, 
which give passable results, but a great deal depends 
on the manipulation of the steel, viz., obtaining the 
best heat and controlling it, unless the heated magnets 
are brought in contact with the water at exactly the 
same temperature there will be great variation in 
the induction. A recent case occurred where 2} 
times the induction was obtained when the steel was 
treated in a better‘ way, and from this cause delicate 
experiments such as those detailed in the article may 
be largely invalidated. 

As scientific men are supposed not to know much 
about magnetism, it can scarcely be expected that mere 
steel makers should either. It is surely the province 
of electricians and chemists to tell us what is wanted, 
and then it will be our function to produce it. 

We have no means of conducting delicate electro- 
magnetic experiments, but must look at it as a matter 
of the compositions of the material. We employ 
certain constituents which have been varied in pro- 
portion, and have had considerable expense in 
analyses and test magnets, with the result that what 
one consumer says is excellent another reports worth- 
less ; for instance, one of the marks comes out badly 
in the experiments of the article, which my friend 
from Paris says is excellent steel, if properly handled, 
and that Marchal would make it come out first class. 
If electricians are not satisfied with the magnet steels 
as now supplied, let them formulate the composition of 


a perfect material for the purpose, so that we may. 


know what to produce. 

There is nothing said in the article as to the chemistry 
of the steels ; but that is the manufacturer’s point of 
view. 

As to English magnet steel having deteriorated, there 
is, practically, only one French magnet steel, which is 
gd not superior, if equal, to several produced 

ere. 

I may add that good magnet steels are produced in 
Styria and Germany ; but as those are not alluded to 
in the article, need not be further noticed. | 


P. Wall. 
September 15th, 1890. | 


An Answer of Thanks. 


Many thanks for your leading article on my labours. 
You have declared your adhesion to the main point— 
“that there 1s only one kind of electricity.” For this 


adhesion to my theory of electricity I have sincerely to 


thank you, but in doing so, you must excuse me for 
doing my duty toward another party. By God’s kind 
hand I had a pious mother, who taught me from my 
earliest days to put my trust in God and His promises, 
one of which is, “Commit thy works unto the Lord 
and thy thoughts shall be established ” (Prov. xvi., 3) ; 
another is, “ Trust in the Lord with all thine heart and 


lean not unto thine own understanding ; In all thy. 


ways acknowledge Him and He will direct thy paths 
(Prov. iii., 5). I trusted in these promises and God has 
graciously fulfilled them in my case. He has made 
you the instrument of giving me the opportunity of 
thanking Him publicly for the gracious fulfilment of 
His promise. In making this public declaration of 


. gion. 


but his ideas of fairness are peculiar. 


religious principle in your columns, I am well aware 
that by doing so I will arouse a spirit of opposition in 
the minds of some who will assert that your journal is 
devoted to the promotion of science and not reli- 
I would therefore shut their mouths by 
pointing out that we now live.in very excep- 
tional times. In my young days no journal 


devoted to politics and secular matters would admit _ 


into its columns religious subjects, but now all this is 
changed ; the secular press is now full of articles bear- 
ing on religious subjects, so much so, that some have 
asserted “that the press has taken the place of the 
pulpit ;” but alas, the great body of the semi-religious 
articles in the secular press are against true religion, 
and either openly or disguisedly favour superstition in 
one form or another. Now the main object of your 
journal is the promotion of the science of electricity, 
and one of the forms in which we see electricity is that 
of light. Now, concerning the origin of light, we have 
the clearest possible statement in the Bible : “ God said 


_ “Let there be light, and there was light’” (Gen. i., 3). 


Herein we have the positive information that light and 
consequently electricity came into existence instanta- 
neously ; they were created by the command of God. 


It is a distinct intimation that they did not come by 


the God-defying dogma of evolution. This is a grand 
subject. I hope all the electricians who read this will 
in the future, by their words and writings, keep un- 
sullied this God-given foundation of. the science of 
electricity. I now turn to the secular part of the sub- 
ject, as you have given your adhesion to the main 
point, “ that there is only one kind of electricity,” and 
consequently that there is no foundation in fact for 
Faraday’s assertion that there are two electricities or 
powers. I defer, for the present, noticing your remarks 
wherein you differ from me concerning the results of 
some of my experiments, as Iam at present preparing 
to make some new experiments which I have reason 
to believe will throw still more light on the subject. 


James Johnstone. 
September 16th, 1890. | 


The Electric Light at Bath. 


In your issue of September 5th, I noticed in the form 
of a leaderette, extracts from a letter written by 
Charles Powell, who I conclude imposed upon you by 


stating that he “recently had a run down to Bath,” and 


that he “met the police going to the station to report 
lamps out and went in with them,” &c. These state- 
ments are utterly untrue, as this person, instead of 
being the impartial looker-on that he would have you 
suppose, was actually in my employ at the time he pro- 
fesses to have visited the Bath Central Station, and 
working in the engine-room as driver of one of the 
engines, and was summarily discharged by me for 
savagely assaulting the second engineer, who had 
upbraided him for his negligence, which resulted in a 
wn and temporary extinguishment of the — 
- Your contemporaries, the Hlectrician and the © 
etrical Engineer, have been imposed upon by the 


yourselves, the Electrician had the fairness to 
the name of their informant, and, had it not 


been for their very properly doing this, I should have 


been unable to expose the low cunning of this man, 
who when leaving here intimated to my staff that he 
would have his revenge for being dismissed, hence 
his communications to the technical press. I regret 
that you should have published as apparently facts, 
the statements of a discharged employé who appears 
to be as unscrupulous as he is vindictive. 


H. 8. Massingham. 
September 16th, 1890. | 


[We are pleased to insert Mr. Massingham’s letter, 
It is not generally 
considered etiquette in journalism to give the names 
of those who supply information, and there was nothing 
to. show that the news sent to us was in any way 


erroneous.—EDSs. ELEC. REV. | 
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. which can be carried out in a few minutes. 


- where it will not be chilled. 


- gathered from oil catchers or dripping pans, or pressed 
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The “Diamond” Patent Oil Filter, as used at the 
St, James’s and Pall Mall electric lighting installation, 
is the only type which combines a quadruple cleansing 
apparatus in a single instrument, and can constantly 
supply sufficient quantities of purified oil for the needs 
of an installation. One of its principal advantages 
is that it can be used for purifying either animal, 
vegetable, or mineral oil, or glycerine, while it never 
requires repairing. It is only necessary to change the 
filtering material five or six times ina year, an operation 


DIAMOND.” 


The annexed illustration shows a sectional view of 
the apparatus, and also the method of working, which 
is extremely simple. 

It is desirable that the oil cleaner should be put up 
in a warm place, such as the engine or boiler house, | 


t 


The chamber, à, is filled with the oil which’ has been | 


AS USED BY 


_ Messrs. Johnson & Phillips; House-to-House Electric Co., Kensington; 


from greasy waste ; the dirt and the water will settle at 
the bottom, and may be drawn off through the cock, c 
(perhaps every fortnight). The oil having freed itself 
from the coarsest dirt and from the water, forces itself 
slowly through the chamber, d, which has been filled 
with compressed clean new cotton twist (preferably 
white—unbleached), rises over the partition, e, and then 
filters through the chamber, /, also filled with com- 
pressed twist (like d), into the chamber, g, from which 
the clean oil may be drawn through the let-off cock, 2, 
when wanted. | 
_ Various sizes are made, and in all cases have given Write for Price List to 
every satisfaction. 

We would strongly recommend all who are interested WOODHOU SE & RAWSON 
in the economical working of electric light plant to 


Pays for itself im n wery short time. 
St. James & Pall Mall Electric Lighting Co; Paterson & Cooper; 
Laurence, Paris & Scott, Limited; Thomson-Houston Electric Co., 


Hamburg; L.B. & 8.0. Ry. Co.; Maharajah of Mysore ; Union Bank, 


Limited ; Electric Construction Co., Ltd.; &c., &c. 


SHOULD BE IN EVERY ENGINE ROOM. 


write for a Price List to | 88, Q t LONDON, EC 
ueen Yictoria Stree » : 
Woodhouse & Rawson United, La 41, PICCADILLY, BRADFORD, YORKS. | | 

London, September 17th, 1890. CORNBROOK TELEGRAPH WORKS, MANCHESTER. 


STRAND WORKS, CHISWICK, W. 
_ UNION FOUNDRY, KIDSGROVE. 


REID BROTHERS, 
12. WHARE ROAD. CITY ROAD. LONDON, NW. 
TELEGRAPH ENGINEERS AND CONTRACTORS 
For the Supplying, Erecting, and Laying Down Under-Ground Wires both for 
TELEGRAPHS AND ELECTRIC LIGHTING 
PNEUMATIC TUBES FITTED WITH ENGINES AND PUMPS COMPLETE. 
MAKERS OF RADCLIFFE’S PATENT ELECTRICAL SIGNAL LOCKING APPARATUS. 


PATENT TELEPHONIC WIRES 
TO PREVENT INDUCTION BOTH FOR UNDER-GROUND AND OVER-HEAD LINES. 


MANUFAOTURERS OF SUBMARINE CABLES, WIRE, IRON POLES, INSTRUMENTS, BATTERIES, INSULATORS AND STORES OF EVERY OESORIPTION. 
| Contracts entered into for the Supply, Construction, and Maintenance of Telegraph Lines. - pe 


LIMITED. 
101, Leadenhall LONDON. telegrams: “OALLENDER, LONDON.” | Telephone, No. 4,485. 


LIVERPOOL : 36, Dale Street, | 
ven: 8 ERITH, KENT, Telegrams: “CALLENDER, PICARDY.” Telephone, 8,111, 


UN DERGROUN D MAINS 


CALLENDER’S BITUMEN TELEGRAPH a WATERPROOF C0, 


LAID COMPLETE. ON CALLENDER-WEBBER OR SOLID BITUMEN 8S YSTEMS.. 


LEAD SHEATHED WIRES AND CABLES 


FOR UNDERGROUND WORK, HOUSE-AND FACTORY MAINS AND SHIP. WORK. 
Concentric Cables—ARMOURED-—Metal Sheathed. 
| ADRIAL CABLES. | 1385 
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|  SHOWROOMS:IN KING STREET, 
| | covenT GARDEN, 
. Contain the LARGEST and FINEST SELECTION of 


ELECTRIC LIGHT FITTINGS. 


49, 1890. 


LONDON, 


WILLIAM RICKARD, 


DERBY. 


WIRES 


Inbulateu with Silk, Cotton, India-Rubber, 


| 


IMPORTERS 


INDING 


APER 


1/6 


| FORE ST, LONDON Ec. 
BRASS, GUN METAL, 


CASTIN GS 


| ESTABLISHED 
1830. 


PHOSPHOR TIN, 


‘‘ ALBION” BRAND, 
\ BABBITT'S 
J.& J. HUGHES, METAL, 
ALBION METAL WORKS, &c., &c. 
WOODCOCK STREET, 
BIRMINGHAM. 


_. Telegrams “Bronze,” Birmingham. ‘ 


INGOTS, | 


STIFF & SONS, 


THE BERNSTEIN T LAMP C0, 


MITHD), 


2, MARLBOROUGH MANSIONS, VICTORIA ST,, LONDON, SW. 


OWNERS of the BERNSTRIN SYSTEM of ELECTRIC LIGHTING. | 


tar The lamps of this Company aro of low resistance, and | 
entirely free from the claims of other companies. ii» | 


EXCHLSIOR 


: as used bys all the principal Platers i in London. 
PRICES FROM &6. 


AND COMPLETE OUTFITS. 


LAMBETEZ LOM DOW, 
MANUFACTUBERS OF 


PLUMBAGO 


. Testimonials show 30 to 50 meltings each. 


STONEWARE INSULATORS, 


LARGE STOCK OF ALL PATTERNS AND SIZES. 


SWITCH BLOCKS, FUSE BLOCKS, 


Vitrified Tubes for Electric Wires, Porous Cells, Battery Jars. 
Every kind of Electrical Stoneware. . 


AWARDS:—PARIS AND VIENNA ELECTRICAL BXHIBIZIONS. 


ROPER 


. Used for the last six years with the greatest success. 
GOLD MEDAL. AWARDED. | 


Efcient, Strong, Silent. 


N 0 Sparking! No Overheating | 


| ILLUSTRATED CATALOGUES AND PRICES ON APPLICATION. 


Numerous Testimonials. 


DYNAMOS | 


‘ For Nickel and Silver Plating, Brassing, Electro-typing, &c., “44 


CARL OPPERMANN, 4 
PHOSPHOR BRONZE | gay | 


= 


JOHN Wm. ROPER, BRADFORD, 
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300 Lights, £175 | 
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BATTERSEA 
MOTORS. 
21m. 
HP. 
4 EP. 


BATTERSEA 
DYNAMOS. 


APPARATUS 


for ini Particulars apply to THE nia NAGER, BATTHRSEA  wounpny, s.w. 


ELECTRIC CRANES, 


TRAVELLIN G, PORTABLE: AND FIXE. 


R. BOLTON & CO., Engineers, 110, Leddenhall St., LONDON, E. 


JOSEPH BOURNE & SON, 


-MANUFACTUBEES or THE WELL-KNOWN 


STONEWARE TELEGRAPHIC INSULATORS AND BATTERY. JARS. 


Yor h dogres ot vitretaction combined with great and strength 
Brown Stoneware. White were Brown Porcelain. 
Economy Strength and Durability | ‘Prise Medal, 


Special Shapes for. Seleplinke and Electric Lighting Wires. 
Works: DENBY POTTERY, NEAR DERBY: Li 
London Office: NEW ST. PAN ORAS STATION. BUGTON ROAD. NW. 


RAMSDEN, CAMM & Sor 


BRIGHOUSE. YOREKSHIRH, 


Bron and Æteel Wire Drawers and -Galpa 
MANUFACTURERS OF. 


TELEGRAPH, ‘TELEPHONE AND CABLE WIRE 


«127 


V4 


_COK- WALKERS 


SELF-PROTECTED 


| 
=== TAN LY & = | 


3 inches to 12 inches. + diameter, 


A 


MOUNTED OR 
UNMOUNTED. 


THE “EXCELSIOR” DYNAMO 
(PATENT). 
and durability at considerably | 
SOLE MAKERS- 
STANLEY DAVIES, 
Glectrical Gugtiwecrs, | 


HYDE NEAR MANCHESTER, 


THE BEST 
(COX-WALKERS 


WORKS DARLINGTON, 


& EDINBURGH BRANCH: | 
| ‘9, We REGISTER STREET. 


and leading Railway Companie 
LONDON OFFICE : 72 ‘KING WILLIAM STREET E.0 m6 


1890.. FF | 
| , | 
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“| : Actuated by STEAM, WATER, HOT AIR, PETROLEUM OIL, &c. 


: FOR ELECT RIC LIGHT INSTALLATIONS, INDUSTRIAL, DOMESTIC AND STABLE MACHINERY : WATER RAISING, &0,, &0, 


4 

-BAILEY’S PATENT HAAG’S PATENT 

ss ” | | 
BAILEY-FRIEDRICH” SAFETY STEAM MOTORS. HOT-AIR ENGINE, = HIGH-SPEED STEAM ENGINE. 

dnexplosible Steady-Running, and Portable. Consumes quarts of water per H.P. per day only | required 


HAAGS PATENT HAAG’S PATENT . BAILEY’S PATENT BAILEY’S PATENT BAILEY’8 PATENT | 

WATER MOTOR. HIGH-PRESSURE WATER MOTOR. = “THIRLMERE” WATER MOTOR. = HYDRAULIC ORGAN BLOWER WATER MOTOR PUMPING ENGINE 

May be driven by Town’s For use in Mines, and places Much used for Telephones, OR WATER ENGINE. For Lifting a portion of the water J] 
Pressure or ater small installationsofthe Mostly used for driving the which drives the Engine to a 


Electric c Light. Feeders of Pipe Organs. higher elevation. : | 
PUBLISHED, BAILEY'S MOTORS,” an Tiustrated Catalogue of the various Motors manufactured by H B.& Co. Post Free, 1s. 


W. H. BAILEY & Co., Lid., NS Manchester. 


SOON 


HIGHEST AWARDS AT ALL | 


RECENT EXHIBITIONS. | 
4. 


mate COMPOUND “ROBEY” ENGINES work with a consumption. 
‘of: leas. than: 2 lbs. of Welsh Coal per H.P. per hour when | 
developing 23 times their nominal power. 


| 
| 
| | 
| 
| 
| 
| 
| 
| 
| | à 


_ 


4 LONDON OFFICES, SHOW ROOMS AND STORES :—MARSHALL'S BUILDINGS, 79, FARRINGDON ROAD £0. 


COMPOUND STATIONARY ENGINE & DIR. 
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J. STATTER CO 


ALLIANCE, ENGINEERING WORKS WEST DRAYTON NEAR LONDON. { 
on , MANS 
W ALLIANCE” DYNAMOS AND AND MOTORS : for all purposes, Ail si for by special machinery i best manner an 
THE STATTER PATENT PARTO mre DYNAMO has a higher commercial effitefiey than any other, etther English or American. 
- 
Sheets, Rods, Tubes, Cells, &e,, for Electrical Purposes; ; 
THE NORTH BRITISH RUBBER CO. LIMITED, | 
Edinburgh; London, 57, Moorgate St.; Manchester, ¢ 6, Charlotte St. 
Liverpool, 9, Lord Street; Glasgow, 106, Buchanan St. ; 
| 
ERNEST SCOTT & Co. 4 ie 
NEWCASTLE-ON-TYNE, 
Slecteteat and General Engineers. 
En 
|  TYNE ARG LAMPS, 
| TYNE TRANSFORMERS. 
Complete by experienced men at 
SPECIAL TERMS TO THE TRADE. 
Complete Catalogue on 
LONDON: 110, , Léndenhall St-ce « Boltantte,”, = | 
.ASGOW tree “ Roots,” G 
NI KWCASTLE- ON-TYNES (loge Works, Newc 
JOHANNESBURG SOUTH AFRICA. 3 | 
MARSHALL, SONS & Co, Lro, 


Britannia Iron Works, Gainsborough. _. 


WITH PATENT AUTOMATIC EXPANSION VALVE GEAR. 


Highest Award MELBOURNE INTERNATIONAL EXHIBITION, 1889,—First Prize and Special Mention for Excellence 
for Engines; First Fries and Special Mention sor Excellence for Thrashing Machinery 
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for Strength Efficiency and Economy. 


Calcutta International Exhibition, 1884, 


Awarded First-Class Certificate and Gold Medal 
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Marshall, Gainsboro'” “New Uatalogues, witn | Current tree on ‘application. 
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| ado from 4-Ply for Cylinder and Paced 


phcognised as thé Most Efficient and Economical Jointing 

Material in use. It is composed of a specially-prepared  : 

 India-rubber Compound, protected by a coveringofVul- : 

__ canised Asbestos Sheeting, as shown aboye, and asit 
‘is the only Jointing Material‘which adequately — 
: combines PERMANENT ELASTICITY WITH | 
‘HEAT RESISTANCE, the advantages ft 

possesses will at once be seen, 


7 


¥ 

MANCHESTER: Cable Street, 0. ? BELLS 
| Blackfriars, 

LIVERPOOL ; 2, Strand St., James St, \ 

BELFAST, DUBLIN, ANTWERP, BERLIN, is | 

4 :AGENTS.—BIRMINGHAM—BELL & Co., 7, John Bright Street. 


THE TELEGRAPHIC JOURNAL AND ELECTRICAL REVIEW. 


: INDIA-RUBBER yp OMPOUNG | 4 
SCCTION OF SHEETING 


ave > 
C OF SHEETING. Q 
à 


Joints to any 


Hip 
1, 
Py 


thickness for uneven surfaces. 
The Centre from which thé requisite elasticity is obtained ! 
will adapt itself to uneven surfaces to which it may be ap- 
plied, and allow the expansion and contraction to be fully | 
taken up. The covering being of Asbestos Cloth, imparts 
ticity. For Manhole, Mudhole, Steam Pipe, : 


and if applied as directed a ring can be } 
used many times over. : 


DEPOTS: 


BARCELONA, TRIESTE, LISBON & GENOA, 
CanvirF : BELL & C6., West Bute Street. 


CSeptember 19, 1890. 
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34, 
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a protection to the centre and so prolongs its elas- : 


and Mash Tun Door Joints it is unequalled, | 


& 


HULL : Humber Dock Basin, | 
GLASGOW: 35, Robertson Street, | 
AMSTERDAM : 264, N. Z, Voorburgwal. . 
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«BELL'S ASBESTOS | 
{. BOILER PRESERVATIVE 
| Will effectually keep Boilers clean and re- 


move any Incrustation, without injury 
to the Boiler Plates or Fittings. 


BELL'S ASBESTOS 
YARN & SOAPSTONE PACKING 


Is the BEST LOCOMOTIVE PACKING made. 


BELL'S ASBESTOS.  : 
NON-CONDUCTING COMPOSITION. 


Will reduce | = 
loss by radi- ; 

ation, and 

saves 40 per 


I8 SPECIALLY SUITED FOR 


AND ALL PUMPS. ~ 


. 


COMPOUND HYDRAULIC PACKING 


HYDRAULIC MACHINERY, ACCUMULATORS, AND AMMONIA 


= | cent. of fuel. 


4, 


Is sent out 


therefore 
cheaper than 
others sent 
out wet. 


All bags are marked as above... 


r 


aa 


we 


. ©° prams are marked as above, | Every Cask is sent out as above, 


“All Corks are sealed as above. : 


= . ÿ * 
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"1 The above, which can only be obtained from this house, is | Ps 
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| | Any customer. receiving “SG shown, {s earnestly re- | | 
lé) | OÙ À 7, a) fo forward Us 
Ad | /f Qe \ 
Lubricant, & Cask, Drum, + sample and particulars yw k | 
i: | Or Corks not marked as of where obtained. Qe% A | | 
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REGISTERED. 
ih ADVANTAGES OF. ASBESTOLINE. 


ASBESTOLINE is the most efficient, Lubricant for all 
“A ASBESTOLINE saves from 50 to 90 per cent. of the Cost of Oil. 
ASBESTOLINE is the Cleanest Lubricant. 
ASBESTOLINE is favoured by Insurance Companies, 
ASBESTOLINE is the most Inodorous Lubricant. 
LUS | ASBESTOLINE is the safest Lubricant, its flashing point being 700 F. 
Mr TTS: ASBESTOLINE has beaten all other Lubricants in making trials. 
HN 0 ASBESTOLINE is applicable in and out doors in every ctimate. 


ax 


CONSISTENCY OF: ASBESTOLINE, 


ASBESTOLINE, to meet all circumstances, is made in four | ASBESTOLINE C. is for use in tro a climates, both. ee | 
degrees of consistency, A, B, C, and CC. and afloat. It is also high, e in works in this 

ASBESTOLINE A, is specially adapted to ordinary Land | when the eaten is hig | 

Engines and Machinery, in and out-door, in this country. ASBESTOLINE CC, is for use on calenders, paper 
ASBESTOLINE B, a little more solid, is for use on Steamships machines, &c., ’where the bearings are heated by steam 
in temperate climatés, also on land when it is desirable peus Le Nal and sometimes is ow used = 

have Lubricant stiffer than A. | f C. , 


The reputation of Asbestoline as a lubricant of the highest efficiency in every kind of ae is ur nd it has never been seualie by any other lubricant 


in the numerous cases of special difficulty in which the best oils are ineffectual; This reputation is growing daily, because it is based on the experience of 
thousands of users under the severest circumstances any lubricant has ever been subjectei to, and not on mere laboratory tests and professional analysis 
of insignificant quantities. It is used with marked success in Steel and Iron. Works, Collieries, Cotton and Wool Mills, and other Textile Manufactories. In Corn Mills it 
has proved invaluable on the roller and other modern machines. In Saw Mills, on Machines going up to 5,000 revolutions per minute, its work has never been appr cached 
by any other lubricant. On Electric Lighting Machinery, and in Steamships of all sizes throughout the world, the success of Asbestoline is unequalled. Many engines and 
machines of all descriptions give trouble and show bad results, both in working and wear, when thé ee of lubrication has not received due consideration, Engineering 
firms of the highest standing have given to it their powerful mel and puppert. t 


SUPPLIED IN KEGS, 28 Tbe, 56 lbs, or 112 Ibs. à 


SPECIAL TERMS FOR LARGE QUANTITIES. 


IMPORTANT TO EXPORT MERCHANTS.—One Pound of “ Asbestoline ” equals 2 gallons of où weighing 18 Ibs 
consequently the oe! in freight is very considerable. ‘Liberal Terms are conceded to Export Merchants. - 


BELL ASBESTOS 


RE 
» 


NS SNS 


N 


S 


= 


SQUARE. ROUND. 


Every 10 feet has label as above, and bears our Trade Mark. 


Under this registered title are included the inventions of Mr. Field, and experience hae ton: to be 


THE MOST EFFICIENT, DURABLE, AND ECONOMICAL PACKINGS ever. made. They constitute such a 
combination of Asbestos and India-rubber as secures the maximum of elasticity and heat resistance, and they 
are therefore UNEQUALLED FOR EVERY KIND OF ENGINE. These Packings are being universally used by 
most of the leading Steamship Companies throughout the world for ordinary:Compound, Triple, and Quadruple 
Expansion Engines of the latest type. These Packings are composed of Rolled Asbestos Cloth, but the India- 
rubber is placed 4 in two forms to suit various cases. 


= In ordering, state whether mquare or round required. 1 


ASBESTOS COMPANY, LIMITED, 


SOUTHWARK, LONDON, se. 


DEPOTS:—MANCHESTER : Cable Strost, Blackfriars. LIVERPOOL: 9, Sirand St, James St. HULL: Humbeë Dock: pki’ 
GLASGOW: 86, Robertson St. DUBLIN, BELFAST, ANTHERP, BERL, BARCELON, TRIESTE, 
No. 264, N. YOORBURGWAL,-AMSTBRDAM - 


AGENTS: BIRMINGHAM: BELL & 7, Joha Bright tr. BELL 200, West Bute 
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LIMITED, 
Seven Manufacturers, | 
94. CHARLES ST, HATTON GARDEN, 


LONDON, E.C. 


TWO MEDALS 


AWAR D E D 
For Excellency of Manufactures, 


PARIS INTERNATIONAL EXHIBITIO', 1839. 


ALL THESE GOODS ARE SIZE KEPT IN STOCK. 


| 
W 
| 
| 
| 


SOLE AGENTS FOR J. O. MOUCHEL’S HIGH CONDUCTIVITY COPPER WIRE. 


+ 


STRAIGHT DRAWN, BRASS, IRON AND STEEL, ROUND HEXAGON AND FLAT, 


ALL SIZES KEPT IN STOCK. 


ESTIMATES FOR SCREWS AND TURNED PARTS ON RECEIPT OF PATTERNS. 


Considerable Reduction for Large Quantities. 
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ORIGINAL MAKERS. OF. THE. 


_CARDEW VOLTMETER, 


Read Prof. WEBER’S 


6 In the laboratories for alternating current work of the 
‘Electrotechnical: part in the new Physical Institüte of the, 
Federal Polytechnical School at Zurich, I usé twelve 
Cardew voltmeters of MM. Paterson & Cooper to measure (gee | 
tential differences between 20 and 1,250 volts. 
« After receiving these twelve voltmeters I have made very numerous aa 
and exact measurements to get the differences between the indications of | 
these voltmeters and the true values of the potential differences, = a | 
“The results of ALL these measurements were VERY SATISFYING, ( if 

as will be seen toms tite following'saries of | 


_ Tila, April, 1890. «Prof, BB, WEBER.” 
SPECIAL TERMS TO LARGE BUYERS 4 


“PATERSON & COOPER, 


| POWMAEL ROAD, DALSTON, NE. 208 


i SILVER MEDAL INTERNATIONAL ELECTRIC EXHIBITION, oil 


BROTHERS, 
OFFICES ano WORKS: THE LEA TELEGRAPH WORKS, HACKNEY wick, ‘LONDON 


MANUFACTURERS OF CABLES, WIRES, &c, TO ANY SPECIFICATION. 


| MULTIFLE CABLES, AERIAL AND SUBTERRANEAN. 


cutis Peri, Inde Rubber, nd Compound Wire ter 
 FANOY BRAIDED WIRES OF EVERY DESORIPTION. _ | 
COTTON AND COVERED FOR MACHINES, MAGNETS, | 


LAURENCE, SCOTT & Co., Ltd., 


Glectrical Engineers & Contractors, 


GOTHIC WORES, NOR WIOH, 
MANUFACTURERS OF | 


yo Motors, and sundry other Blectrical 


CONTINUOUS CUBBENT ‘TRANSFORMERS. . 


i 
Là 


À Improved System of Laying Underground Mains, 


SCOTT'S PATENT INSTANTANEOUS FUSE, 


THE ONLY ONE THAT JS INSTANTANEOUS IN ITS ACTION, 


mie of métal unaocted by time and long contin honk and can with perc 
be-run st more than half its fusing current. 


PARTICULARS AND PRICES ON 
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TELEGRAPH “ENGINEERS: AND 
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LIGHT.” INDICATORS, AND WALKER'S “ PASSENGER AND: GUARD ” 


TELEGRAPH STORES AND APPARATUS OF EVERY : ‘DESORIFTION. . 


AND TELEGRAPH 
AND OF 
SILVERTOWN PATENT FIRING BATTERY. 
À Constant Battery for Mining and Blasting Purposes. | WA 


ron INDIA-RUBB GUTTA-PERO. 
Patentees and 


RES OOMPAN. (Limeted 
a a and 


VULCANISED INDIA RUBBER. 


_ INDIA RUBBER AND CANVAS SUCTION AND DELIVERY HOSE. 
RUBBER and CANVAS STEAM PAOKING — ROUND, and 


4 


- 


WATERPROOF GARMENTS AND FABRICS; 


EBONITE, 


a 
+ 
: 


and Warehouses: 108 4 109, LONDON, 


; 
é . 7 ? 
Je 


VALVES SHEET, BUFFERS, SPRINGS WASHERS WHEEL TYRES CORD TUBING, AND DOOR: AND CARRIAGE MATS. 


“INDIA RUBBER MACHINE DRIVING BANDS. 


be 


Limited) are 
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WESTINGHOUSE ELECTRIC 


LIMITED, 


4, VICTORIA MANSIONS, 82, VICTORIA STREET, S.W. 
MANUFACTURERS OF 


ELECTRIC LIGHTING APPARATUS 
D) CENTRAL STATIONS & ISOLATED PLANTS. 


ESTIMATES APPLICATION. 


1 


LE 


RUBBER, GUTTA PERCHA, TELEGRAPH 


COMPANY, LIMITED. 


Offices : 106, CANNON STREET, LONDON, B.C. 


MANUFACTURERS OF 

| DYNAMO MACHINES, | 
INSULATED ELECTRIC LIGHT WIRES AND CABLES, 
À | Lamp Fittings, Switches and Testing Apparatus, Volt and Ampere Meters. — 
4 CONTRACTORS FOR THE SUPPLY AND FITTING UP OF 


OF EVERY DESCRIPTION. 


INSTALLATIONS FOR CENTRAL STATIONS, SHIPS, HOUSES, OR FACTORIES. 


ESTIMATES ON APPLICATION. 


Works: SILVERTOWN, LONDON, 


ELECTRIC WIRE 


ANCHOR WORKS, PLAYHOUSE YARD, GOLDEN LANE, LONDON E.C. 
Manufacturvers of 


COVERED WIRES CABLES 


OF ALL DESCRIPTIONS 


FOR ELECTRICAL INSTRUMENTS, ELECTRIC LIGHTING, 


AND WoORk. | 


| 
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STEADINESS. ECONOMY. CHEAPNESS, 


i 


| 
| 


British Representative--HOLLAND DELL, 7, LITTLE QU 
Telegraphic Address: “ 


LACOMBE, LONDON.” 


| September 19, 1890, 


QUEEN ST, WESTMINSTER. | 


| 


TELEGRAPH. AND ML 


TELEPHONE, BATTERIES ,” SUPPLIES. 


DYNAMO WIRES 


Round, Pat, 


Lapped, 
Laminated, 


-HELSBY, NEAR WARRINGTON; AND 11, —_ VICTORIA ST., LONDON, E.C. 


COMPOUND ENGINE 
SIMPLE, ECONOMICAL, | 


DURABLE. 


USED FOR ALL PURPOSES 
ALL SIZES 10 TO 350 


THE ONLY INSTRUMENT THAT GIVES 
ACCURATE DIAGRAMS AT BOTH HIGH 
AND LOW SPEEOS. 

IN USE ALL OVER THE worto WHERE 


WRITE ‘FOR CIRCULAR | ACCURACY IS DESIRE 


JOHN MUSGRAVE & SONS 


GLOBE IRON WORKS 
BOLTON, ENGLAND. | 


WRITE FOR 


JOHN MUSGRAVE & SONS Le 


GLOBE IRON WORKS 
BOLTON, ENGLAND. 


STAY RODS, | 
SADDLES, | 
BRACKETS, | 1| 


* 


Braidei, 


TELEGRAPH MFG. CO. 


| a 
| TERMINAL 
| | SCREW BOLT | 
| : j CEMENTED 
| 
| 
| | 
| 
| 
| 
| 
| 
| | | 
/ ISA | 
| | | | | 
| | 
| | 
| | 
| 
| 
| 


sapped, 


raided. 


| TX E PAISTE SWITCH. 


Record: 100, 000 ‘in daily use. z 


The movement breaks and completes 
the circuit in an instantaneous manner, 
preventing arcing or charring of the con- 
tact parts. Mounted on China, with cover 
and handle of same material; also on 
Porcelain, with metal cover. . Correspon- 
dence invited. 

THE PAISTE SWITCH, | 
A. REYROLLE, <‘ 

10, UNION MEWS, UNION STREET, MIDDLESEX 
HOSPITAL, LONDON, W. 3566 


SUNBEAM LAMP 


GATESHEAD-ON-TYNE. 


Newcastle Exhibition, | et Se PARIS EXHIBITION, 
iss7. isso. 


SOLE MAKERS OF PRICES AND PARTICULARS 


INCANDESCENT LAMPS Æ À Telegraphic Addresses : 
London Address: SUNBEAM, GATESHEAD." 
121, FENCHURCH ST, EC, —— “ CHCLOPS, LONDON." 
LOW 
8133 


ELECTRIC LIGHT ENGINES. 


Over 150 Installations, a 


INCLUDING 


STEAM SHIPS, WAR VESSELS, FACTORIES, MANSIONS, 
AND CENTRAL STATIONS, 
HAVE BEEN ENGINED BY 


BROWETT, LINDLEY & 


SALFORD, MANCHESTER. 


=. patentees and Sole Makers of the ACME GOVERNOR. Hundreds are in 
use for Electric Light Engines. Send for Lists. 8786 


VERTICAL COMPOUND HIGH-SPEED ENGINE, G. S. TYPE. 


- From 20 to 300 LH.P, made. 
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VULCANITE EBONITE. 


MOSELEY SONS, 


_ 2, 4, & 6, New Brown St., MANCHESTER. | 
_. 14, Aldermanbury Avenue, LONDON, E.C. 


INSULATING PRODUCTS, 


CELLUVERT FIBRE. 


SHEET, RODS, OR TUBES. 
| VULCANITE — AND PATENTED SEPARATORS FOR SECONDARY BATTERIES, 


Rubber Goods of all kinds for Electrical Purposes. 


' For DYNAMO, MAIN, and OTHER DRIVING. 


Valves, Sheet Rubber, ities fee Fire Hose, Chemical POLE 2 Waterproof Garments, and all Kinds ¢ of 
India-Rubber Goods in Stock, and to Order, 


PRICE LISTS om APPLICATION LO 


CHAPEL FIELD WORKS, 
ARDWICK, MANCHESTER. 


~ 


WAREEHOUSES : 


20, Rue des Marais, PARIS. 


“ELECTRICAL ENGINEE RS, 


NEMGASTLE, 


Manufacturers of 


‘Contractors for 


COMPLETE CENTRAL STATIONS. 


London Reprenttie: A. A. CAMPBELL SWINTON, Of Westminster, 


Telegrams : “ DUNAMIS,” LONDON. — 


Telephone No. 3156. 


SPECIAL REQUIREMENTS MADE TO ORDER | | 


PATENT COTTON “SIMPLEX” BELTING 


87, Miller Street, GLASGOW. | 44, Place Sainte Gudule, BRUSSELS. || 


29, KI Reichenstrasse, HAMBURG. 


| 


Pure | Para Telegraph Strip, Insulating Tape, &c. Patented Non- Stretching Pure Rubber _—_ 1e | 


ELECTRICAL PLANT. 
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‘CONTRACTOR TO THE LORDS OF THE ADMIRALTY, 
INDIAN &C., 


ou) HILL ELECTRICAL WORKS, LONDON, W. 


DYNAMOS, MOTORS, ARC LAMPS. 

SEARCH LIGHT APPARATUS of every Sescripeon. 
SWITCHES. 

| CUT-OUTS—ORDINARY, MAGNETIC. 
SCOTT’S PATENT SWITCHBOARDS. 


» LAMPHOLDERS. 
, MIRRORS FOR PROJECTORS— 
Unequalled. 


NOTE.-Any of the above to be seen in stock at the Works, or in course of construction. The Acton Hill 
‘Works is the only Establishment in the Kingdom where Projectors of three sizes, fitted complete 
with lamp and mirror, can be obtained from stock. 


For Wiring, Laying of Mains, or Fitting 
up Complete Installations with indepen- 
‘dent plant, consisting of Engines, Boilers, 
Accumulators, &c. 


Is drawn to the facility for supplying electrical plant 

‘at short notice, and of perfect workmanship. Owing 
to the possession of the most modern machinery and 
appliances and a trained staff urgent work can have the 
best attention. | 


ELECTRICAL CONTRACTORS AND CON- 
SULTING ENGINEERS are invited to send particulars 
of Specifications and Specialities required. Dynamos, 
Motors, and Electrical Apparatus built to Inventors’ 

own instructions. 


DON'T FORGET to inspect exhibit at the 
Edinburgh Exhibition. Search Light Plant 
operating every evening. 3 
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“BOSS” HOLDER. 


PI 
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WALSALL 


ELECTRICAL 


GUARANTEED CORRECT. 
Diwided into Tenths. 
‘SIIOA § 0) 
‘SCP 


THE 


SPECIAL 


IMPROVED, 
LARGER SCALE, ay 
NEARLY DEAD BEAT. 
SOLID LEATHER CASES, WITH SLING STRAP, 108. EXTRA. 


UNDER LICENSE 
FROM THE EDISON-SWAN CO. 


AMMETER, 
4 AMPS. IN TENTHS, 
42s. 


CUT-OUTS, SWITCHES, 


&c., Sc. 
NEW LIST ON APPLICATION. 


| New Patent 
CEILING . ROSE. 


PRESSEL SWITCH, 
58, 


Pressing the Button 
alternately Lights and 
Extinguishes a Lamp, or 
group. | 


Specially suited for Testing the Conditions of Accumulators. © 


WALSALL ‘ELECTRICAL CO. 


WALSALL. HOLDER. 
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NEW PUSH SWITCH. 


Press Once to Light the | 
Lamp, which is 


by a Second Push, | 


Polished Brass 45s. per dos. | 


Holder, Shade, and Cord extra, 
according to Specification. 
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Depot of MIX & GENESF, Ltd, 
34, ALDERMANBURY, LONDON EC. 
EILING 


NSTRUMENTS a LECTRICITY METERS ROSES. 
(WOLT and AM-METERS, (Dr. ARON’S). UT-oUTS 
NCANDESCENT NAMELLED IRON and buis a 
| | LAMPS. | OPAL SHADES. SWITCHES. 
LECTRIC LIGHT 
nN SULATING Ae | WALL ASINGS. 
MATERIAL. "PLUGS 


PREECE, 


BLECTRICAL ENGINEERS & 


| MANUFAOTU RERS OF THE 


ARC LAMPS, SWITCHES, &c. 


“tt = + Estimates and Specifications prepared free of charge on application. . 


ain, BOROUGH MILLS, MANCHESTER ROAD, 


21, CROSS STREET, FINSBURY, LONDON, E.C., 
Engineers and Importers of 


AMERICAN TOOLS AND MACHINERY. 


LARGE SHOW ROOMS. 
The Largest Stock of 
AMERICAN MACHINERY AND TOOLS 
We 
in Great Britain. 


(e 
| aN 


CATALOGUE, 180 PAGES, 
Sent for 1s. 3610 
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constructed for practical working. First-class workmanship and 
rials. Electrically and mechanically perfect. bed Lighting, 
| Plating, Transmission of Power, Xc., 


~ 


Size, No. 1. No.2 No.3 No.4. No.6 
_ Outputin Watts- - 50 100 200 400 700 1,000 
Per Gent. Efficiency 75 78 80. 84 88 92 


LONDON AGENTS: 


es PATERSON & COOPER, Pownall Rd, DALSTON, N.E. 


PRICE LIST AND PARTICULARS ON APPLICATION. 


AUSTIN, Florence Electrical Works, ARMLEY, LEEDS... 
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ELEPHONES 


FOR EXPORT TO ALL PARTS OF THE WORLD. 


THE CONSOLIDATED TELEPHONE CONSTRUCTION AND 
MAINTENANCE CO, 


Of No. 109, FARRINGDON ROAD, 
LONDON, E.C. arethe SOLE LICENSED 
MANUFACTURERS OF TELEPHONES | 
for Export and for use in the United King- 
dom, under LICENSE granted to the Com- 
1} ee pany by the UNITED TELEPHONE CO. 
| of London (now the NATIONAL TELE- 

NO TELEPHONES can be manufactured 
EN by any person or Company (other than 

the CONSOLIDATED TELEPHONE CO.) 
- in the United Kingdom, and the said Com- 
pany offer a substantial reward for suff- 
cient evidence as will enable proceedings to 
be taken against infringers - these rights. © 


CATALOGUES AND PRICE LISTS ARE TO BE 
HAD FREE ON APPLICATION. 


Tue CoNsoLIDATED TELEPHONE Co. 


are prepared to supply the celebrated — 
 Srmpzex Arc Lamp, which burns with 


great opel and steadiness i in parallel 
circuits. 


Sizes from 5 Ampère Upwards, 
SINGLE LAMP COMPLETE, WITH GLOBE sd and small size) from sé 


GAS ENGINE. Type o of l Engine 24 HP. Nominal. 


SIZES :—20 H.P. to 100 H.P. TUBE FIRING. 


Manchester.-5, Todd Street. 
Glasgow.—134, Buchanan Street. 


Newcastle-on-Tyne—4, Cloth Market. 
Dublin.—62, Middle Abbey Street. | ù 


Belfast.—13, Queen’s Square, 
Liyerpool.—28, North John Street. 


THE SIMPLEST GAS ENGINE MADE. 


SPECIALLY ADAPTED FOR ELECTRIC LIGHTING. 


London Office.—so, QUEEN WICTORIA ST. E.C. 


ANDREW & Coy. Ltd., REDDISH, STOCKPORT. 
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TELEPHONE, No. 3120. | Telegraph Address: “SECOHM, LONDON.” 


NALDER BROS. 


MANUFACTURERS OF 


yy AMMETERS 
VOLTMETERS, 


FOR DIRECT OR ALTERNATING CURRENTS. 


A SPHOTALITY IN EHIGE- CLASS 


FUSE DISTRIBUTION BOARDS 


RESISTANCE FRAMES, 


DOUBLE TREBLE POLE SWITCHES 


FOR HIGH OR LOW PRESSURE SYSTEMS OF DISTRIBUTION. 


NN ALDER BROS. Sz Co., 


132, HORSEFERRY ROAD, WESTMINSTER. ms 


THE CABLES Co, 


85, QUEEN STREET, CHEAPSIDE, LONDON, E.C., 


Sole Manufacturers or 


CABLES, 


| UNDER THE COMPANY'S PATENTS, 
FOR TELEPHONE, TELEGRAPH, ELECTRIC LIGHT, 


TRAM SMISSION OF POWER, 


And Underground Installations of every kind. 


SPECIAL ANTI- -INDUCTION TELEPHONE CABLES. 


STEAM SHIPS, DOCKS, 
CHEMICAL WORKS, 
FACTORIES, MINES, 
DAMP PLACES, é&c. 


UNAFFECTED BY HEAT, 
MECHANICAL STRENGTH, 
HIGH INSULATION 
LOW CAPACITY. 


GOLD MEDAL, 


REFERENCES AND PARTICULARS ON APPLICATION. 
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Works :—45, CHAPEL STREET, London : — | 
SALFORD, MANCHESTER. 71, QUEEN VICTORIA STREET, 
Branch :—7, BOTHWELL STREET, E.C. 
GLASGOW. 
THE 


GENERAL 


G. BINSWANGER, MANAGING DIRECTOR. 


Telegrams Le 7 Telephone N ©. 1887. 


“LONDON: ELECTRICITY.” “MANCHESTER: INDUCTION.” “GLASGOW: APPARATUS,” 


LAMPHOLDERS 


ENGLISH STANDARD 


_ These Holders are well and substan- : 
tially made of Polished Brass, all being 
fitted with incombustible STEATITE or | 
CHINA centres. We can recommend | 
them as far superior to any othersin the | 

market. They are easily and quickly | 
wired, all parts are interchangeable, the 
plunger contacts are perfectly indepen- 
dent of each other, and the springs being | 
enclosed in brass caps are protected from 
rust and damp. 
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| 


4 


PRICES. 
PRICE 
LIST PRICE, | 
No. DESCRIPTION, euch 
only. 


ALL FOR BRASS CAPPED LAMPS. ss. d. 
2001: ORDINARY Brass Holder, ;-Thread | 1 8 
| Do. do. with Shade Carrier - 2 1 


2002 
2008 Do, do. with Cord, Grip and. 


| 
| hade Carrier -. 


2 
2008 Do. do. thread 4 
2008 Do. do. do.with Shade Carrier 2 
2006 Do. do. "thread - - - | 4 

2 
4 


less, 


Being Amount Paid for Royalty in this Country. 


2007 do. do.withShadeCarrier 
2008 SWITCH Lampholder, ;}’-thread - |: 
2009 : Do. do. do. with Shade Carrier 


2010 | Do. do. do. withCord Gripand 
Shade Carrier - 


4 
2012 Do. do :/”-thread - - - 24 
2013 Do. do. do. with Shade Carrier 4 

4 
4 


10 Per Cent. 


2014 Do. do. %’’-thread - - - 
2015 Do. do. do.withShade Carrier | 


The above Holders can be supplied Bronzed without 


| 
increase of Price. Nickel or Silver Plated at 6d. each | 
extra. | 


| FULL SIZE 


3920 
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SLOW SPEED Er BEST WORKMANSHIP 


.d H. HOLMES & Go. 


ON-TYNE 
2 7 4. Coleman Str2 2t. [ON DON 


fELEPHONE: 1988. 


WHEATLEY KIRK, PRICE & & GOULTY, 


ELECTRICAL | AUCTIONEERS, VALUERS 


‘VICTORIA RIA STREET, QT 
And Albert | 


Square, MANOHESTER. 


THE ELECTRIC & GENERAL INVESTMENT (0, 


LIMITED, 
Offices :—1 & 2, GREAT WINCHESTER STREET, Lonpon, E. C. 


His Grace the DUKE OF MARLBOROUGH, Chairman. 


The Company has been formed FOR THE PURPOSE OF 
FACILITATING THE PROMOTION AND DEVELOPMENT 
OF UNDERTAKINGS for Electric Lighting, Traction, Trans- 
mission of Power, and other industrial uses of — 

Communications may be addressed to— 


3 J. CECIL BULL, 
‘Secretary. 


CORPORATION OF DUBLIN. 


Tenders Required for Lighting Portion of the City 


of Dublin with Electric Light. 


HE CORPORATION OF DUBLIN will, on or before 5 o’clock 


pm. on Monday, the 13th day of October next, receive 


tenders from competent persons for ike lighting with electric light 


of streets in the City of Dublin. 

The parties tendering shall be bound to build station, supply, 
erect, and fix all the par À ps machinery, engines, boilers, 
dynamos, conductors, pillars, &c. 

Specification, form of tender, and ground plan of site and 
streets proposed to be lighted, can be had at the office of Mr. 
Spencer Harty, C.E., Borough Surveyor, City Hall, Dublin, on 
payment of three guineas, which shall be returned to all persons 


sending in a bona fide tender. The lowest or any tender will not, 


necessarily be accepted, nor will the Corporation pay or be liable for 
any expenses in connection with parties so tendering. Tenders to 
be enclosed in sealed envelope, addressed and forwarded to the 
Town Clerk, City Hall, Dublin, and endorsed, “ Tender for Electric 
Lighting.” By order 
JOHN BEVERIDGE, Town Clerk. 
City Hall, Dublin. 3963 


NSTRUCTIONS FOR THE LAYING AND JOINTING 
OF UNDERGROUND ELECTRIC CABLES.” — Pro 
fusely Dlustrated.—Translated from the French of Dr. Francois 
Borel. The Kinetic Enoinegerine Co., 26, Norfolk Street 
Tondon. W.C. a 


M ESSRS. GILBERT & CO. have REMOVED to 16, HAN- 
WAY STREET, Oxfoid Street, W., where they have a 
Spacious showrvom. The ‘y ure prepared to act as agents for the 


specialities of une or two bona fide manufacturers. 39662 


London Warehouse: F. WINTER, 
188, LONDON WALL WOOD STREET EO. 


_EBONITE. .. 


CHEAP PREPAID ADVERTISEMENTS, 


Relating to Situations Vacant, Situations Wanted, Businesses 
Wanted, Businesses for Sale, Patents for Sale, Spécific Articles of 
any kind Wanted, or for Sale or Ezchange, are inserted at the 
rate of ONE: PENNY Per Word (minimum 1s.). 


Three consecutive Insertions for the Price for Two. 


e. This Scale does not À to Trade Advertisements, terine tor which 
be had on application. 


Wr an experienced Manager, for first class engineer- 
ing works in Midland counties; salary £800 to £1,500 
per annum, with share of profits. Only first-class men need apply. 
Not high technical knowledge required.—Address, by letter, to 

“ E. P. C.,” care of J. W. Vickers, 5, Nicholas Lane, E.C. 397 


A Wanted for Liverpool by a leading firm of Electrical 
and General Engineers. Must have facility for pushing 
business in general electrical supplies and installation work. 
Electrical or mechanical engineer preferred.—Reply, giving full 
details as to age, experience, &c., to “X.Y. Z.,” care of the 
EzecrricAL REVIEW, 22, Paternoster Row, London, E.C. . 3072 


A DVERTISER, having just completed engagement i in Queens- 
land, is open for Employment in installation work ; highest 
references, English and Colonial. Has no objection to go 
abroad.—* R. J. T.,” 241, Grosvenor Buildings, Manisty Street, 
P oplar. 3068 
RAVELLER.—Re-engagement wanted. Thorough know- 
ledge and good connection for fittings and installation work. 


Five experience.—Apply 3,969, Execrrica, Review 
flice 


O 
3269 
((ERTINICATED Telephone Engineer, theo- 
retically we!l educated, seeks Engagement. Thorough know- 
ledge of French and German. Best references.—Address No. 3,970, 
ELEcTRICAL REVIEW. 2070 


We by Advertiser, a Situation as Traveller to represent 
a firm of cable or electrical goods manufacturers. 
first-class connection ; experienced in laying cables, and all instal- 


lation work ; good references.—Address, No. 3,961, Office of this | 


Paper. 3961_ 
ANTED a Position by one who has had experience in the 
manufacturing of dynawos, storage batteries, lamps, arc 

nud incandesceut.—Apply 3,974, Revitw Office. 397: 


[Continued on neat Puye.] 


FOWLER, LANCASTER & Co, LTD. 


BIRMINGHAM, 
1S NOW THE 


LARGEST MANUFACTORY IN THE KINGDOM 


FOR ALL 


ELECTRICAL SUPPLIES. 


HARBURA INDIA-RUBBER COMB COMPANY. 
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À to Join him in extending an business | UNIVERSITY COLLEGE, NOTTINGHAM 


in London; must be willing to introduce £2,000, which would be 
under his own control.—Address No. 3,937, ELECTRICAL REVIEW 
pert 22, Paternoster Row. sur 


HARGE OF ENGINES AND DYNAMOS WANTED by | PROFESSOR WILLIAM ROBINSON, ME. 
steady, trustworthy man ; Willans or other engines.—“ G.,” | 


ENGINEERING DEPARTMENT. 


2, Cuba Cottages, Hampton, Middlesex. 3966 SESSION 1800-1 BEGINS WEDNESDAY, OCTOBER ist. 
LECTRICIAN wishes to re-en himself to electrical firm. HE ENGINEERING COURSES are arranged for Boys 
Wiring, POE, Ay . gery A ighting. Good references ; who have just left school and intend to take up Civil, 
salary.— onice Of this paper. 341_ | Mechanical, or Electrical Engineering. The Mechanical Work. 


LD \LECTRICIAN, age 23, just returned from an engagement | shops of the Department are completely equipped with Tools, and 
EK abroad, desires re-engagement Has served his time in | offer every facility to Students to learn all the Branches’ of 
inarine engineering works, and speaks both French and Russian. | Mechanical Engineering. Special facilities are offered to Students 
—Address No. 3,967, Exectrricat Review office. 3967 | in ELECTRICAL ENGINEERING. | 


is 
— 


Electrical Laboratories, including New Dynamo Room, with 
OR SALE.—Five mites of highly insulated Ladd-Covered ' Phonix Dynamo driven by Atkinson Cycle Gas Engine, and 

un rought Iron Poles and Accessories for over wires.— | ‘ 7 | | 

For particulars app ys CHARLES J. Hatt, Manager Kensington |, For Prospectuses and Fees (which are low), apply to the 

Central Electric Lighting Station (adjoining West Brompton | Secretary. |. ns 

Railway Station). 


EFORE ORDERING Electrical Plant and Accessories, | TECHNICAL COLLEGE, 


Write for Pamphlets to the ELECcTRICAL ENGINEERING 
De | ANDERSONIAN BUILDINGS, 204, GEORGE STREET. 


Driving by Electricity,” “The Telpher System of ‘Cheap Trans- SCIENCE AND ARTS BUILDINGS, 38, BATH STREET. 
pe ” and “ Electrical —— ”—68, Victoria St., Westminster. YOUNG LABORATORY BUILDINGS, 60, JOHN ST. 


passed the necessary examinations. 
| L E G E N | E C | V | L Students may — any of the separate classes provided they 


are properly pre 


| Pp 
Weekly Review of French and Forelgn Industries in General, all Farther 


6, RUE DE LA CHAUSÉE D'ANTIN, PARIS, JOHN YOUNG, B.S, Seeretary, 
| | 38, Bath Street, Glasgow. 


 Editor-in-Chief, MAX DE NANSOUTY, Ingenieur des Arts et 
Manufactures, Officier d’Academie, Secretary of = Electrical 


Arts, Architecture, Construction, Hygiene, Public MACHINE ENGRAVIN 
3 or ectricity, Chemistry, Railways, Mechanics, &c. DIVI D ING) 


THE BEST CONTINENTAL ADVERTISING MEDIUM OF ALL | ON BRASS, IVORY, EBONY, &o., 
All communications for the Advertising or Publishing et | TO THE TRADE. 


MCGOUNE, BUCHANAN &Co.. 


8,000 Main Spring Switches, assorted sizes, 
STOCKED READY FOR IMMEDIATE DELIVERY. 


USE THE “ * GROSVENOR ” PATENT CEILING CONNECTOR 


USE F. L. & COS PATENT LAMP CAPS. 
- ALL ELECTRIC LIGHTING AND TELEGRAPHIC SUPPLIES. 


Send for Samples and Quotations. 


= Note :— 


| FOWLER, LANCASTER & Co., Ltd., Birmingham. 
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OR SALE—8 volumes to date. Offers—No. 8,986, Exxc- | THE GLASGOW AND WEST OF SCOTLAND | 


-TT THORPE, 59, Theobald’s Road, W.C. Every description NOURSES OF INSTRUCTION have been arranged in the 
e of Experimental Work, Mechanical or Electrical. Auto- |: following Departments, viz.:—Civil Engineering, Mechanical 
matic machines of all kinds. Sole manufacturer of English | Engineering, Electrical Engineering, Chemical Engineering, 
Remington Type Writer. des Mining Engineering, Chemical Industries, Building Construction, 
Naval Architecture, Architecture, Textile Industries, Art Indus- 

(CL, AIM EVER” DYN AMO. | tries, Agriculture, Metallurgy, Commerce, Mathematics and 
D the College and Certificates will be awarded to 

e Diploma o 
BOLLING & LOWE, 3, Laurence Pountney Hill, LONDON. ‘Students who have completed the courses of instruction and | 


Le Gaines Crviz deals with all subjects connected with Science | 


A Samples and Quotations on iets of Patterns and 
‘WHOLESALE MICA MERCHANTS, Specifications. 
9, Mincing Lane, London, E.C. ent for : 
Telephone No. Boudanger For Electrical and all other purposes. 
| TRADE MARK. | | | | | 
ELECTRICAL SUPPLIES. 
| CHINA. 
> 15, 000 Lamp Holders, 6,000 Ceiling Connectors, 
| 8, 000 Shade Holders, \ 700 Wall Connectors, 
| 5,000 Cut-Outs, 13,000 Branch Switches, 
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Are more carefully and accurately calibrated than any others in the market. 


EVERSHED'S PATE NT 


VOLTMETERS. 

ALTERNATING CURRENT ENTS 


| ¢ The ONLY INSTRUMENT FOR THE PURPOSE | 
| | for any frequency. 


Our new PEN is the most perfect 
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peat pe 
/ 
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+ 
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Can be left continuously in Circuit. Do 
_ not overheat or burn up the Coils. 


Contractors to English & Foreign Dossinsiel, 
Central Stations,&c. 


Splendid Mechanical 


YNAMOS. 


Construction. 
| VENTILATED INSIDE. 
POSITIVE DRIVING Long Bearings. Clean and E 1 icati Standard Goolden | built 
of Conductors. = GHEAPER than any Dynamos with Gramme, Drum and Bar Armatures. 
working with same MARGINAL FACTORS BEBE IN : 
AMPLE CLEARANCE and at same LOW TEMPERATURE. Some weighing over SEVEN TONS without Engine. 
for Armatures. os of this have worked À 850 vo 


than 


2 er in Mines (a severer 
OT O RS for some years without a penny 
| | STRONGLY BUILT. 
Will drive machinery direct with Spur Gearing, without breaking down the armatures, 


STEAM DYNAMOS 


FOR ANY OUTPUT. 


DYNAMOS and MOTORS 


Built to Specification. 


HIGH EFFICIENCIES. 


STEAM DYNAMO for ELECTROLYPING- 
supplied to Ordnance Survey Dept. 
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Publications. 
TENTH YEAR OF PUBLICATION. 


WM. DAWSON & SONS have pleasure in drawing your attention to the TENTH ANNUAL Pu BLICATION OF 


BERLY’S 


DIRECTORY 


For 1891. 


THE LEADING ELECTRICAL TRADES DIRECTORY OF GREAT BRITAIN, 
, And the OLDEST ELECTRICAL DIRECTORY in the WORLD. 


Invaluable to Manufacturing Electricians, Electrical Engineers and Contractors, Murs of High Speed and 
other Engines, Motors of all kinds, Driving Bands, Carbons, Chemicals, Insulators and Insulating Materials, 
Wire and Cable Manufacturers, Wholesale and Retail Dealers in Electrical Goods, and to Manufacturers of any 


article required and used by the Electrical Trades. No office is complete without a copy. 


ARRANGED IN SECTION S, AS FOLLOWS, VIZ. :— 
BRITISH.—All information relating to Great Britain and Ireland. 


AMERICAN.—AI information exclusive of the British possessions. 
CONTINENTAL.—AU information relating to the Continent. 


INDIAN, COLONIAL AND GEN ERA|.—All information relating to British Possessions, including 


other Countries not having a Special Section. 


SPECIAL NOTICE: 
Our old supporters in in patiula and Advertisers and Subscribers in general, are desired to note, that 
this year we have resume THE SAME METHOD OF CANVASSING BY SPECIAL CIRCULAR (8 pages) 
which we initiated in 1882, and used continuously until 1886. 


Eight page Circular on application. All Orders for Advertisements, Books and Insertions to be forwarded to 


; WM. DAWSON: & SONS, 148-149, UPPER THAMES STREET, ati. E.C. 


(We have no other Office.) 


ESTABLISHED 1872. 


THE TELEGRAPHIC J OURNAL AND 


REVIEW. 


Published every FRIDAY, Price 4d. | 
TO BE OBTAINED BY ORDER FROM ANY NEWSAGENT IN TOWN OR COUNTRY. 


OFFICE, 22, PATERNOSTER HOW, LONDON. 


THLEGRAPHIC ADDRESS: ‘AGEEKAY, LONDON.” CODE a BC. 
All Letters should be addressed to the Proprietors, H, Alabaster, Gatehouse & Co. 


SUBSCRIPTION RATES.—In Great Britain, post free, per year, 19s. 6d. To all Foreign Countries (except those mentioned 
below), per Year, £1 18, aimed dr .—Abyssinia, Aden, Rorneo, Ceylon, India, Java, Labuan, Mozambique, Penang, 
Persia (vid Brindisi), Philippine Islands, Singapore, Zanzibar, to which the rates are : per Year, £1 8s. 10d. : 


VOLUME XXVI. can now be had bound in black cloth, gilt, at 12s. 


nn an er numbers bound for 3s. 6d. each volume, including case. CASES.—Cloth Cases for Binding can be had. 
price 2s. 6d. each 


READING CASES, to hold from One to Twenty-six Numbers, till the Volume is complete for Binding, can now be had from 
the Publishers, Price 6s., or Free by Post (in Great Britain) 6s. 64. 


FOREIGN AGENTS.—New York: D. Van NosTRAND, 23, Murray Street. Paris: Veuve J. Borvzav, 22, Rue de la Banque 
Berlin: AsHEE & Co., 5, Unter den Linden. 


NOTICE TO ADVERTISERS. 


The following are the latest times up to which Advertisements can be received for vsiitlestton 
in current .week’s issue:—New Advertisements, or Alterations to existing ones, a 2 pm. 


ADVERTISEMEN RATES om APPLICATION. A 


Cheques and Post Office Orders (on Chief Offtve, London) to be made a to Mr. Æ. ALABASTER, 22, Paternoster Row, E.C. 
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© Cloth, 4s. 64, Post Free. 66 Illustrations. By JAMES SWINBURNE. 
Practical Electrical Measurement. 


« Altogether the-book is an excellent one, the few points that have been objected to in this notice almost the only ones that 
out of a large mass of matter have struck us aa perhaps open to Papen sei Electrician, Pobruacy 180, 1866. nly 


« The author comes to his task, however, so well equi practical experience, that there a siege amount stereotyped ma 
nounced confidence. : is selection and treatment of the su set matter is decidedly ori , and à amount of stereotyped sale, 
which is usually deemed indispensable to works on electrical subjects, is coniplousus y its absence.”—The Electrical Engineer, (New 


York), February, 1889. 


‘Taken as a whole, the book is a most readable and instructive one, and, with the illustrations, isa valuable addition to the — 


literature of a subject which is interesting to all engaged in practical electrical work.” —Electrical World, New York, January 12th, 1889. 


ns It docs not need commending ; we have only to give the author’s name and that of the publishers.” — Electrical Plant, a 1889 


2. 


Leather, bs., Post Free. By H. R. KEMPE, M.lnst.E.E. A.M. Inst.C E. 


The Electrical Engineer’s Pocketbook 


OF MODERN RULES, FORMULA, TABLES AND DATA. 


Cloth, 5s., Post Free, Crown 8vo. By J OHN W. URQUHART, Electrician, | 


Electric Light 


A HANDBOOK san WORKING ELECTRICAL ENGINEERS, EMBODYING PRACTICAL NOTES 
ON INSTALLATION MANAGEMENT. | 


Cloth, 4s. 6d., Post Free. 41 Illustrations and 5 Tables. By F. B. BADT. 


Incandescent Wiring Handbook. 


Multiple Arc System; Three-Wire System; Methods of Running Wire; Location of Safety Devices and Switches; Fixtures and 


Elevators; Wire Gauges; General Electrical Data; Calculating Sizes of Wires; and two Appendices. 


Published by H. ALABASTER, GATEHOUSE & co. 


22, PATERNOSTER ROW, LONDON. 


THE BRUSH ELECTRICAL ENGINEERING Co, 


Offices :—112, BELVEDERE ROAD, LAMBETH, S.E. Works :—VICTORIA WORKS, LAMBETH, LONDON. 
Falcon Engine and Car Works :—LOUGHBOROUGH, LEICESTERSHIRE. 


VERTICAL STEAM ENGINES FOR ELECTRIC LIGHTING. 


The Brush Electrical Engineering Company are now manufacturing at their Falcon 
Works Vertical Steam Engines DESIGNED TO MEET THE SPECIAL RNVOREMANTS 


OF BLECTRIC LIGHTING. 
SINGLE CYLINDER, TWIN, AND COMPOUND ENGINES. 


BFFICIENOY, HIGHEST QUALITY OF WORKMANSHIP, 
SIMPLICITY, OPPOSITE AND PERFECTLY BALANCED ORANKS, 
DURABILITY, EXTRA LARGE WEARING SURFACES THROUGHOUT, ALL ADJ OSTABLF, 


REGULARITY OF SP£ED, ACCESSIBILITY FOR SMALL REPAIRS AND ADJUSTMENTS, 


HIGHLY SENSITIVE GOVERNORS, SPECIAL LUBRICATING ARRANGEMENTS FOR CONTINUOUS RUNNING. 


SPECIAL TERMS TO THE TRADE. . 


SELF- BINDERS 


THE * ELEOTRICAL REVIEW.” 


Tuts Self-Binder, or Reading Case, is intended to hold Execrrica. 

Reviews of any number until the half-yearly volume is com- 

_ pleted and ready for permanent binding, the width of the 

back being widened or contracted by sliding the back cover in 
or out as desired. . 

To be obtained at the Ezxcrricaz Review office, 22, Pater 
noster Row, London. 


Price 6s., Post Free (in Great Britain) 6s. 6d. 


| Cheques and Money Orders to be made payable to H. ALABASTER 
the latter on Chief Office, London. 
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LOGO, MULTITUBULAR, 
ENGINEERS & BOILER MAKERS, 


LANCASHIRE and other types, 
_ WALBROOK HOUSE, LONDON, > C. 


Works: St. GEORGE STREET, LONDON, E 


ILLUSTRATED PRICE LIST UPON 


LA 


 ELIMINATING ALL 
| DEPOSIT 


FITTED WITH : 
* : APPARATUS : 
ON BOILER PLATES, Ph 


Constructed for High-Pressure Steaming. : 


APPLICATION. 


CHARLESWORTH, TALL & (0, 


EVERY NECESSARY. FOR ELECTRIC LIGHTING.. 


MEASURING INSTRUMENTS AT LOWEST PRICES. 


DYNAMOS OF THE BEST CONSTRUCTION. À 


Pr. Zornes, Wilhelm-Strasse, 98, BERLIN, W. + 


… Sestem ven 
| Zopke 


RERLIN 
a 


8811 


SAMUEL ELLIOTT Albert Moulding! Mills, Newbury 


GOLD MEDAL, LONDON, 1886. 


STAR DIPLOMA, LONDON, 1887 


FIRST MEDAL OF MERIT, BRUSSELS, 1888. . 
SILVER ‘MEDAL, PARIS, 1889, GOLD MEDAL, YORK, 1890. . 
FIRST MEDAL OF MERIT, COLOGNE, 1889, 
GOLD MEDAL, BRIGHTON, 1890. 


London Offices and Show Rooms: 
$8, FINSBURY PAVEMENT, E.C., 
. (Opposite Moorgate Station). 
ONE oF- THE LARGEST ‘MANUFACTURERS. | 


Manufacturer of all kinds of Wood Casings for Electne Wires and Cables in Yellow Deal, Pitch Pine: Oak, Mahogany, | 


Walnut, &c., in the best manner, struck clean and sharp. New Catalogue (No. 6) registered designs, containing numerous ‘illus 
of Casings and Ornamental Covers. : Every length of Cover stamped with Trade 


CHARLESWORTH, HALL Co. 


Glectrical Engineers, 


RICHMOND HILL IRON WORKS, mms 
PAL, BARCE OLDHAM. 


LON DON AGENTS, 


EWEN & Co. 
| 37: WALBROOK, E.C. 


SILVER MEDAL, BARCELONA, 1888. 
MAKERS OF 


— 
il 


DYNAMOS & MOTORS, 


SEARCH-LIGHT PROJECTORS, &c. 
SHIP LIGHTING A SPECIALITY. LS 


Complete Installations 
of all kinds. 
on 
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The sizes of an 
kept in stock or in progress. : 


Mes ; ‘Lamps. Amps Volts. Speed. _ | PRICE. L 
— = 90 45 100 | 852 £76 
eee | is0.| 90 | 100 | 1020 | £99 
400 | 200 100 | 825 | &170 


PROJECTORS IN STOCE. 


All addressed Head OMeces, Rewbury. 


Mark. SPECIALITE AND, QUALITY. 17 
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AND 


BALMORAL BUILDINGS, 91, QUEEN VICTORIA ST. 


STEAM WORKS, HATTON GARDEN. 


MANUFACTURERS. 
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ELECTRIC 


SOLD OUTRIGHT. 
ALL RIGHTS GUARANTEED. 
Suitable for all purposes. 

PRICES 


From 25s. to 808. 
PER INSTRUMENT. 


MAGNETO WORKS, SHEFFIELD. 


22222, 


SPRCIALITIES of STERL and STEEL WIRE adapted to the INSTRUMENT and ELECTRICAL TRADES. | 


MAGNET STEEL of the highest efficiency. 
_SWEDISH IRON, ABSOLUTELY PURE AND DIAMAGNETIC. 

TOOL STEELS—ALL DESCRIPTIONS. = = 
a COLD ROLLED STEEL in all dimensions. COLD ROLLED STEEL tempered and polished in strips. 
_ SPRINGS, HELICAL, SPIRAL, OR TO PATTERNS. 


| UPWARDS OF | 
5,300 
IN DAILY USE. 


Estimates Free for Supplying and Fixing 
Telephones and Lines any distance. 
Liberal Terms to the Trade. 


}{ ‘UNIVERSAL 

| TELEPHONE CO, 
Le ii, Queen Victoria St., 


or RETUN WIRE 


Best Round Steel Wire Polished in Lengths or Coils, all gauges. Tempered Wire, Polished and Plated Music Wire, 
| ie ‘Qualities for Springs, &c. | 3953 


MAN’S OIL ENGINE 


| | | RSR (Priestman’s and Humes’ Patents). 
USING COMMON MINERAL OILS ONLY. 
SPECIALLY SUITABLE FOR ELECTRIC LIGHTING. 


, Driving Lathes, 


| NO COAL. NO GAS. NO STEAM. NO BOILER.  -| 
| NO SPARES. NO SMOKE. NO DANGER. F 
: No extra charge made for insurance. 


| FIRST PRIZE AWARDED FOR SMALL FARMERS MOTOR, PLYMOUTH, 1890. 


pi Ht til — - : £ 
Ro 
yal Agricultural Soci giver at Notting- Fullest Particulars on application to— 


Lon 


PRIESTMAN Bros., Ltd. mourir, ee. 


THE NEWTON ELECTRICAL ENGINEERING 


and 
Works :—HULL, 
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Highest Efficiency ; Beauty of Design; Moderate 
Speeds; Best Workmanship and Materials. 
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NEWTON & HAWKINS’ 


PATENT 


And every Requisite for Electric Lighting PERS | 


and Transmission of Power. 5), “SS 


Telegrams: “ARC.” TAUNTON. | 
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APPLETON, BURBEY 


WILLIAMSON. 


BALMORAL BUILDINGS, 91, QUEEN VICTORIA ST. 


STEAM WORKS, HATTON GARDEN. 


ELECTRICAL MANUFACTURERS. 
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UNIVERSAL” 


ELECTRIC 


SOLD OUTRIGHT. 


UPWARDS OF 


5,500 


Estimates Free for Supplying and Fixing 
Telephones and Lines any distance. 
Liberal Terms to the Trade. 


ALL RIGHTS GUARANTEED. | UNIVERSAL | 
N TELEPHONE CO, 


— 11, Queen Victoria St., 
LONDON, E.C. (= | 


FE] on From 25s. to 80s. 
| PER INSTRUMENT. 


G. PE. WAL 
= MAGNETO WORKS, SHEFFIELD. 


664866 


—_ of STEEL and STEEL WIRE adapted to the INSTRUMENT and ELECTRICAL TRADES. 


MAGNET STEEL of the highest efficiency. 
_SWEDISH IRON, ABSOLUTELY PURE AND DIAMAGNETIC. - 
| TOOL STEELS—ALL DESCRIPTIONS. 
COLD ROLLED STEEL in all dimensions. COLD ROLLED STEEL tempered and polished in strips. 
SPRINGS, HELICAL, SPIRAL, OR TO PATTERNS. 


Best Round Steel Wire Polished in Lengths or Coils, all gauges. ‘Tempered Wire, Polished and Plated Music Wire, 
Qualities for Springs, &c. | | 3963 


PRIESTMAN = OIL ENGINE 


Edinburgh Exhibition, _(Priestman’s and ‘Humes’ Patents). 
USING COMMON MINERAL OILS ONLY. 


SPECIALLY SUITABLE FOR ELECTRIC LIGHTING. 


Printing, ‘Pumping, Sawing, Threshing. Chaff Cu ating, Crushing, Driving Lathes, | | 


and Paint and other 
NO COAL. NO GAS. NO STEAM. NO BOILER. : 
NO SPARES. NO SMOKE. NO DANGER. pS: 
No extra charge made for insurance. _ 


FIRST PRIZE AWARDED FOR SMALL FARMER'S MOTOR, PLYMOUTH, 1890. 


Royal at Notting: Fullest Particulars on application to— 
BRIE STMAN Lite. victoriast,ec. | | 


THE NEWTON ENGINEERING 
WORKS, TAUNTON. 
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Highest Efficiency ; Beauty of Design ; Moderate 
Speeds ; Best Workmanship and Materials. 
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NEWTON & HAWKINS’ | 


PATENT 


AUTOMATIC SWITCHES. 


NEWTON ARC LAMPs. 


And every Requisite for Electric Lighting À 
and Transmission of Power. 3903 


‘Telegrams: “ARC,” TAUNTON. | 
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"WESTERN ELECTRIC 
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; +, à 
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ARC LAMPS AND DYNAMOS. 
PATTERSON CABLES FOR TELEPHONES, TELEGRAPHS AND ELECTRIC LIGHT. 


| 79, COLEMAN STREET, LONDON, E.C. 
_CHICAGO, NEW YORK AND ANTWERP. — aime 


CENTRAL STATIONS. 


CROMPTON & COMPANY, LIMITED, have erected, or are. now 


_ erecting, Central Stations, and manufacturing machinery for pee, | 


00 supply 


821,000 LAMPS. 


This represents two-thirds of the total horse- power. being put down [1 
| in this Country for Continuous Electric Supply, or in other words, | 


100,000 LAMPS 


MORE THAN ALL OTHER LOW PRESSURE SYSTEMS COMBINED. 


ane inf ormation on the latest developments of Electrical Engineering and Tenders for Central Stations of , 2 


any magnitude, can be obtained by applying to— 


CROMPTON & CO. Ltd. 
MANSION HOUSE BUILDINGS, LONDON, E.C. 


Works :-CHELM SFORD & 


HOLROYD 


“311 


Crossley Street, HALIFAX, and 18, Abingdon St., WESTMINSTER, | : 


ENGINEER DURING CONSTRUCTION OF 


THE BLACKPOOL ELECTRIC TRAMWAY; | | 


AND PATEN TEE OF THE SYSTEM. 


Contracts undertaken for (UNDERGROUND CHANNELS, | 


equipping and working Rail- 
ways or Tramways with 


OVERHEAD conDuc" CTORS. 
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